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Abstract 

This  study  evaluated  the  TPH  (total  petroleum  hydrocarbon)  cleanup  standard  for 
petroleum  contaminated  soils  (PCS).  Regulators  from  thirteen  states  were  surveyed  to 
characterize  current  standards  used  for  PCS  cleanup  and  regulatory  viewpoints  on  the  use 
of  a  TPH  versus  a  BTEX  (benzene,  toluene,  ethylbenzene,  xylene)  cleanup  standard. 
BTEX  was  identified  as  the  f'ompound  specific  standard  used  most  frequently  by  states  for 
cleanup  of  PCS.  The  research  found  that  the  regulatory  community  considers  BTEX  the 
most  mobile  and  toxic  surrogates  of  petroleum.  Regulators,  however,  expressed  concern 
that  the  use  of  a  compound  specific  standard,  without  an  accompanying  analysis  for  TPH, 
might  result  in  residual  soil  contamination  that  may  present  risk. 

This  study  also  evaluated  the  ratio  of  BTEX  to  TPH  in  soil  against  the  ratio  found 
in  a  pre-spilled  product.  Based  on  JP-4  contaminated  soil  data  contained  in  the  Air  Force 
Installation  Restoration  Program  Information  Management  System  database,  this  study 
demonstrated  that  the  ratio  of  BTEX  to  TPH  is  statistically  less  than  the  pre-spilled 
product  ratio.  The  results  indicate  that  the  assumption  used  by  the  California  Leaking 
Underground  Storage  Tank  manual  and  Stokman  and  Dime's  research,  that  the  ratio  of 
BTEX  to  TPH  remains  constant  in  soil  over  time,  is  not  valid.  A  conclusion  is  made  that 
the  use  of  this  assumption  in  deriving  TPH  levels,  which  are  protective  of  groundwater 
and  human  health,  may  be  overly  conservative.  Lastly,  this  research  identifies  potential 
cost  savings  that  would  result  if  a  BTEX  based  standard,  versus  a  TPH  based  standard, 
were  required  at  all  Air  Force  petroleum  contaminated  sites.  This  study  shows  that  only 
1 3%  of  sites  requiring  cleanup  under  a  TPH  standard  would  require  cleanup  under  a 
BTEX  based  standard. 
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EVALUATION  OF  THE  TOTAL  PETROLEUM  HYDROCARBON 


STANDARD  FOR  CLEANUP  OF  PETROLEUM  CONTAMINATED  SITES 


I.  Introduction 


General  Issue 

Out  of  the  estimated  three  million  underground  storage  tanks  (UST)  containing 
petroleum  used  throughout  the  country,  as  many  as  500,000  may  be  leaking  petroleum 
into  the  ground  (13:83).  The  Environmental  Protection  Agency  estimates  that  cleanup  of 
contaminated  soil  and  groundwater  associated  with  these  sites  could  cost  as  much  as  $32 
billion  (7:42).  The  Air  Force  estimates  that  sixty  percent  of  its  4,000  hazardous  waste 
sites  are  contaminated  with  petroleum  hydrocarb*  ns  from  aircraft  fuel,  gasoline,  diesel 
fuel,  or  heating  oil  (34:53).  According  to  Spain,  petroleum  contaminated  soils  reoresent 
the  most  pervasive  hazardous  waste  cleanup  problem  faced  by  the  U.S.  Air  Force  (34:53). 

RCRA  Subtitle  I  provisions  require  the  Environmental  Protection  Agency  (EPA) 
to  develop  a  comprehensive  regulatory  program  for  UST  systems.  From  this  requirement, 
the  EP.A  has  imposed  technical  standards  for  tank  performance  and  management,  and  has 
identified  corrective  actions  which  tank  owners  or  operators  must  take  within  24  hours  of 
a  release  (4:463).  Soil  contamination  levels  requiring  cleanup,  however,  are  delegated  to 
the  states.  As  a  result,  differing  state  standards  now  exist  for  cleanup  of  petroleum 
contaminated  soils  (3:75).  Most  states  have  set  standards  for  TPH  (total  petroleum 
hydrocarbons),  BTEX  (benzene,  toluene,  ethyl  benzene,  and  xylene),  or  a  combination  of 
IPH  and  BTEX. 

The  Comprehensive  Environmental  Response,  Compensation,  and  Liability  Act 
(CERCLA)  was  developed  to  provide  funding  and  enforcement  authority  to  clean  up 
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hazardous  "waste  sites"  and  to  respond  to  hazardous  waste  spills  (4:471).  Although  sites 
contaminated  with  spilled  petroleum  can  be  thought  of  as  "hazardous  waste  sites", 
CERCLA  specifically  excludes  petroleum  and  fractions  of  petroleum  from  its  authority. 
Thus  the  Resource  Conservation  and  Recovery  Act  (RCRA)  is  again  the  primary  federal 
authority  for  requiring  cleanup  of  petroleum  releases  to  the  environment  (4:469). 

According  to  Lieutenant  Colonel  Ross  Miller,  Chief  of  the  Technology  Transfer 
Division  at  the  Air  Force  Center  for  Environmental  Excellence  (AFCEE),  the  TPH 
standard  for  soil  cleanup  can  be  traced  to  the  California  Leaking  Underground  Storage 
Tank  (LUFT)  manual.  Miller  has  hypothesized  that  a  compound  specific  standard,  such  as 
a  BTEX  standard,  used  in  place  of  TPH,  is  a  better  measure  of  risk,  would  reduce  cleanup 
requirements,  and  would  save  substantial  taxpayer  dollars. 

Specific  Problem 

Because  the  Air  Force  must  comply  with  all  state  standards  in  remediating 
hazardous  waste  sites,  it  has  a  vested  interest  in  ensuring  that  an  appropriate  cleanup 
standard  is  used.  In  evaluating  the  appropriateness  of  pollution  cleanup  standards,  there 
are  many  things  that  must  be  considered.  Risk  factors  such  as  fate,  transport,  and  toxic  ty 
of  constituents,  and  monetary  factors  such  as  expected  cost  of  remediation  are  but  just  a 
few  of  the  considerations  that  must  be  addressed  in  such  an  endeavor. 

This  thesis  evaluates,  from  a  risk  and  cost  perspective,  the  use  of  TPH  as  a  cleanup 
standard  for  remediation  of  petroleum  contaminated  soils  and  compares  the  use  of  a  TPH 
standard  to  a  compound  specific  standard.  This  thesis  also  analyzes  sampling  and  analysis 
data  contained  in  the  Installation  Restoration  Program  Information  Management  System 
(IRPIMS)  database  to  evaluate  the  use  of  the  compounds  upon  which  current  state 
standards  are  based.  The  objective  of  this  effort  is  to  provide  additional  information  to  the 
scientific  community  concerning  soil  concentration  levels  of  BTEX  to  TPH  over  time,  and 
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to  provide  support  for  or  against  the  hypothesis  that  remediation  to  a  TPH  standard  is 
more  costly  than  remediation  to  a  compound  specific  standard,  such  as  a  BTEX  standard. 


Objective*: 

The  objectives  of  this  thesis  are  as  follows: 

(1)  characterize  and  explain  current  cleanup  standards  for  soils  contaminated  with 
petroleum  hydrocarbons, 

(2)  compare  the  use  of  the  TPH  standard  with  the  BTEX  standard. 

(3)  investigate  how  the  relationship  of  BTEX  to  TPH  in  soil  at  sites  contaminated 
with  petroleum  varies  over  time,  and 

(4)  estimate  potential  cost  savings  to  the  Air  Force  that  a  non -TPH  standard  such 
as  BTEX  would  create,  if  applied  to  sites  currently  regulated  under  a  TPH 
standard,  or  combined  BTEX/TPH  standard. 


Scope  and  Limitations 

This  thesis  will  focus  on  petroleum  contaninated  soil  and  associated  cleanup 
standards.  This  thesis  will  not  attempt  to  deteniine  the  soil  regulations  used  in  each 
specific  state.  Rather,  an  appropriate  number  of  states  will  be  sampled  and  a  broad 
characterization  made  based  upon  this  sample.  Furthermore,  the  intent  of  this  research  is 
not  to  promote  a  BTEX  based  cleanup  standard  as  the  standard  of  choice  fo^  cleanup  of 
petroleum  contaminated  soil.  Rather,  the  intent  is  to  evaluate  the  appropriateness  of  TPH 
as  a  cleanup  standard  and  compare  its  application  against  the  application  of  a  BTEX 
standard. 
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This  literature  review  explores  problems  associated  with  sites  contaminated  with 
petroleum.  First,  general  background  information  on  petroleum  is  provided  to  give  the 
reader  an  understanding  of  the  complex  makeup  of  this  substance.  Next,  current  analytical 
techniques  used  by  laboratories  to  measure  components  of  petroleum  in  soil  and 
groundwater  are  discussed.  A  discussion  on  how  individual  states  currently  regulate 
cleanup  of  petroleum  contaminated  sites  is  then  presented.  This  section  includes  a 
discussion  of  the  use  of  TPH  (total  petroleum  hydrocarbons)  as  a  soil  cleanup  standard. 

In  addition,  criteria  used  in  setting  standards  and  information  on  state  standards  are  also 
presented.  The  final  section  summarizes  the  literature  on  how  petroleum  contaminated 
sites  present  risk.  This  section  includes  a  discussion  on  the  use  of  both  TPH  and  indicator 
compounds  to  measure  risk  to  human  health.  In  addition,  properties  of  petroleum  that 
effect  its  movement  and  concentration  in  soil  and  groundwater  are  identified  here. 

Petroleum  Hydrocarbons 

Petroleum  can  be  defined  as  any  hydrocarbon  mixture  of  natural  gas,  condensate, 
or  crude  oil  (26:23).  Crude  oil  is  the  main  source  material  for  nearly  all  petroleum 
products.  This  material  is  distilled  into  a  series  of  fractions  to  make  different  petroleum 
products;  each  characterized  by  the  temperature  and  pressure  of  distillation.  Thus,  the 
type  of  petroleum  product  is  a  direct  result  of  the  boiling  point  of  the  crude  used  in  the 
product.  For  instance,  lighter  *  actions  of  crude  with  lower  distillation  temperatures  are 
used  for  diesel,  jet  fuels,  and  light  heating  oils.  Heavy  fuel  oils  are  made  up  of  the  residue 
from  the  distillation  process  and  are  composed  of  the  heaviest  fractions  with  the  highest 
distillation  temperatures.  The  temperature  of  distillation  also  functionally  defines  the 


volatility  of  the  fuel,  with  gasoline's  being  highly  volatile  and  residual  fuels  only  slightly 
volatile  (32:2). 

Petroleum  hydrocarbons  are  compounds  of  petroleum  that  consist  almost  entirely 
of  the  elements  of  hydrogen  and  carbon  (26:23).  They  are  not  distinct  entities,  but  rather, 
represent  a  continuum  over  a  broad  range,  by  molecular  weight,  of  individual 
hydrocarbons.  Gasoline,  diesel  fuel,  and  related  products  contain  hundreds  and  sometimes 
thousands  of  different  petroleum  hydrocarbons  (32:2).  In  addition  to  the  process  of 
distillation,  the  makeup  of  individual  petroleum  products  is  also  dependent  on  refinery 
processes  performed  to  give  the  product  desired  characteristics.  For  instance,  gasoline's 
are  created  by  blending  different  products  of  distillation  with  various  additives  in  order  to 
create  a  product  that  meets  engine  performance  criteria.  The  significance  of  the 
production  process  is  that  some  petroleum  products  may  have  Jittle  resemblance  to  the 
initial  distillate  produced  during  the  initial  processing  of  crude  (32:2). 

Petroleum  hydrocarix>ns  can  be  divided  into  four  major  structural  groups.  The 
first  group  is  defined  by  chemists  as  alkanes  (and  by  geologists  as  paraffin's).  These 
hydrocarbons  are  saturated;  which  means  that  each  carbon  atom  forms  four  single  bonds 
with  the  hydrogen  and  other  carbon  atoms  which  make  up  each  compound.  These 
hydrocarbons  are  also  aliphatic;  which  means  that  the  carbon  atoms  are  joined  by  straight 
or  branched  chain  arrangements.  This  group  usually  dominates  the  gasoline  fractions  of 
crude  oil.  Examples  of  compounds  in  this  group  are  hexane,  heptane,  octane,  and  decane. 
The  second  group  is  composed  of  cycloalkanes  (or  napthalenes).  Hydrocarbons  in  this 
group  are  saturated  hydrocarbons  which  are  characterized  by  their  ring  type  structure. 
Methlycyclo-pentane  (C6-Hi2)  and  ethylcyclo-p-hexane  (CgHj^)  arc  examples  of 
hydrocarbons  in  this  group.  The  third  group  is  composed  of  the  alkenes  (or  olefins). 
Hydrocarbons  in  this  group  are  unsaturated,  which  means  they  contain  at  least  two  carbon 
atoms  joined  by  more  than  one  covalent  bond,  and  aliphatic.  The  fourth  group  includes 
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arenes  (or  aromatics).  All  compounds  in  this  group  contain  at  least  one  benzene  ring. 
BTEX  compounds  fall  into  this  group.  Compounds  in  this  group  that  contain  three  or 
iTKjre  closed  rings  are  termed  "polynuclear"  or  "polycyclic"  aromatic  hydrocarbons  (PAHs) 
(26:25-28). 

Hartley  and  Ohanian  provide  one  example  of  composition  of  unleaded  gasoline.  In 
their  analysis,  they  found  the  following  composition  of  hydrocarbons:  56%  alkanes,  34% 
aromatics,  10%  alkenes,  and  less  than  one  percent  PAHs  (18-328). 

The  BTEX  compounds  of  petroleum  are  of  concern  because  of  their  toxicity  (this 
is  discussed  further  in  the  risk  section  of  this  chapter).  Their  makeup  in  gasoline, 
therefore,  deserves  some  discussion  here.  Because  of  their  distillation  temperature, 

BTEXs  are  primarily  found  in  the  gasoline  fraction  of  crude  oil.  They  are  also  added  to 
gasoline  in  the  refining  process.  According  to  Baugh  and  Lovegreen,  BTEXs  have 
historically  made  up  15%  to  25%  of  regular  and  unleaded  gasoline's,  and  as  high  as  40% 
of  premium  gasoline's.  BTEXs  are  usually  found  in  lower  concentrations  in  diesel  fuels 
(6:148). 

Measurement  of  Petroleum  Hydrocarbons 

To  measure  the  amount  of  petroleum  present  in  the  soil  or  groundwater  at  a  fuel 
contaminated  site,  either  field  screening  techniques  or  laboratory  analysis  of  samples  is 
conducted.  Because  most  states  require  laboratory  analysis  to  measure  compliance  with 
standards,  this  section  will  focus  on  the  laboratory  methods  used  to  identify  and  quantify 
petroleum  compounds  in  soil  and  groundwater.  This  section  also  includes  a  discussion  on 
the  general  analytical  methods  used  to  measure  petroleum,  the  nature  of  the  "total 
petroleum  hydrocarbon"  analysis,  and  the  benefits  and  drawbacks  of  the  analysis. 

Analytical  Methods.  Several  analytical  methods  are  used  to  measure  the 
components  of  petroleum  hydrocarbons.  The  most  commonly  used  method  is  EPA 
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Method  418.1,  Total  Recoverable  Petroleum  Hydrocarbons  by  Infrared  Spectroscopy.  As 
the  name  implies,  this  method  is  used  to  measure  the  total  recoverable  petroleum 
hydrocarbons.  Because  Method  418.1  does  not  accurately  measure  all  of  the  fractions  of 
petroleum,  other  analytical  methods  are  used.  EPA  Methods  8020  and  8240  are 
commonly  used  to  measure  volatile  hydrocarbons  (7:47-48).  Other  methods  which 
measure  volatiles  include  Methods  602,  502, 502.2, 503.1, 524.1,  and  624,  or 
modification  of  these  methods.  Methods  610, 625,  8250,  and  8270  are  used  to  measure 
semi- volatile  hydrocarbons.  These  methods  are  often  used  to  measure  the  heavier  fuel 
components  that  would  be  present  in  diesel  fuel,  kerosene,  and  #2  fuel  oil  (32:5). 

Total  Petroleum  Hydrocarbon  Analysis.  As  noted  above,  EPA  Method  418. 1  is 
the  most  commonly  used  method  of  measuring  petroleum  products  in  soil.  This  method  is 
popular  because  it  is  relatively  easy  to  perform,  is  inexpensive,  and  does  not  require 
extensive  training  of  the  analyst  performing  the  method.  The  method  offers  excellent 
precision  and  reproducibility.  The  title  also  adds  to  its  popularity.  The  title,  "Total" 
Petroleum  Hydrocarbons  gives  the  impression,  although  false,  that  the  method  measures 
all  hydrocarbon  components  of  petroleum  (5:45). 

Method  418.1  does  not  measure  all  of  the  hydrocarbons  present  in  petroleum. 
Rather,  it  measures  the  total  concentration  of  a  range  of  hydrocarbons.  The  method  does 
not  specify,  therefore,  the  type  of  different  hydrocarbon  compounds  measured  (7:45). 

This  is  significant  because  the  range  of  hydrocarbons  present  in  a  petroleum  product  can 
vary  depending  on  the  type  of  product  and  its  age.  Another  limitation  of  the  method  is 
that  it  does  not  accurately  measure  the  lighter  fractions  of  gasoline.  These  fractions 
include  benzene,  toluene,  ethyl  benzene,  and  xylene  (BTEX)  compounds  (7:46).  Other 
limitarions  of  measuring  TPH  are  discussed  in  greater  detail  in  the  risk  management 
section  of  this  chapter. 
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According  to  Douglas  and  others.  Method  418.1  should  be  used  as  a  screening 
tool  only.  It  is  often  applied,  however,  as  an  accurate  analytical  measurement  without 
taking  into  account  the  method's  limitations  (15:198).  The  418.1  method  has  the 
following  sources  of  negative  bias: 

(1)  poor  extraction  for  high-molecular- weight  hydrocarbons  because  of  the  use 
of  freon  in  the  extraction  procedure, 

(2)  volatiles  lost  during  the  extract  procedure, 

(3)  differences  in  the  molar  absorptivity  between  the  calibration  standard  and 
product  used, 

(4)  fractionation  of  soluble  low-IR-absorbing  aromatic  hydrocarbons  in 
groundwater  during  water  washout, 

(5)  removal  of  5-  to  6-ring  alkylated  aromatics  during  the  silica  cleanup 
procedure,  and 

(6)  preferential  biodegradation  of  n-alkanes.  ( 1 5 : 1 98- 1 99) 

Positive  bias  may  be  introduced  from: 

( 1 )  product  differences  in  molar  absorptivity, 

(2)  partitioning  from  oil  washout  of  soluble  aromatics, 

(3)  naturally  occurring  saturated  hydrocarbons,  such  as  plant  waxes  present  in 
the  soil,  and 

(4)  IR  dispersion  from  clay  particles  (15: 198-199). 

Soil  Cleanup  Standards 

As  noted  in  Chapter  I,  the  responsibility  for  establishing  standards  for  cleanup  of 
petroleum  contaminated  sites  is  delegated  to  the  states  under  the  Solid  Waste 
Amendments  of  RCRA.  This  section  provides  information  on  rationale  used  by  some  of 
the  states  for  developing  their  standards.  This  section  also  discusses  studies  which  address 
levels  of  TPH  in  soil  that  (1)  are  protective  of  groundwater  from  excess  BTEX 
concentrations,  and  (2)  present  a  risk  below  one  in  a  million.  The  results  of  a  1992  study 
on  standards  for  cleanup  of  petroleum  contaminated  soil  is  summarized,  problems  with  the 
state  standards  are  discussed,  and  efforts  to  develop  appropriate  petroleum  cleanup 
standards  are  presented. 


8 


Criteria  for  State  Cleanup  Standards.  The  standards  and  guidelines  for  petroleum 
contaminated  soils  were  developed  because  of  concerns  associated  with  the  leaching  of 
hydrocarbon  compounds  to  groundwater  (7:43).  According  to  Paustenbach  and  others, 
most  states  have  set  their  guidelines  for  cleanup  of  petroleum  contaminated  soils  in  order 
to  prevent  contamination  of  groundwater  and  to  protect  human  health  (31:512).  In  many 
cases,  however,  regul?‘:ors  can  not  present  either  scientific  basis  or  rationale  behind  the 
setting  of  their  standards.  For  instance,  some  states  have  derived  cleanup  criteria  in  soils 
by  using  a  multiple  of  the  cleanup  criteria  used  for  groundwater.  The  Michigan  soil 
standard  for  benzene,  for  example,  was  derived  by  multiplying  the  established 
groundwater  standard  by  a  factor  of  twenty  (31:512).  According  to  Heath  and  Atwood, 
"state  regulators  typically  cannot  provide  technical  justification  for  their  soil  TPH  criteria" 
(19: 12).  Funhermore,  "many  regulators  concede  that  soil  TPH  criteria  in  the  range  of  50 
to  100  parts  per  million  (ppm)  probably  originated  as  arbitrary  values  selected  for  specific 
sites"  (19:12). 

Soil  TPH  Levels  Protective  of  Groundwater  and  Human  Health.  Some  states  refer 
to  a  study  reported  in  the  California  Leaking  Underground  Fuel  Tank  (LUFT)  manual  as 
the  basis  for  their  soil  cleanup  standards  (see  Chapter  V).  California  developed  estimates 
of  TPH  soil  concentrations  designed  to  ensure  that  federal  and/or  state  applicable  or 
relevant  and  appropriate  requirements  (ARARs)  for  BTEX  in  groundwater  are  not 
exceeded.  Other  states  reference  studies  conducted  by  Sofia  K.  Stokman  and  Richard 
Dime,  both  formerly  of  the  New  Jersey  Department  of  Environmental  Protection,  as  the 
basis  for  their  cleanup  standards.  Stokman  performed  a  study  estimating  concentrations  of 
BTEX  in  groundwater  migrating  from  soils  containing  petroleum  hydrocarbons  at  a 
concentration  of  100  ppm.  Together,  Stokman  and  Dime  conducted  a  study  which 
estimates  the  residual  risk  based  on  exposure  to  soils  contaminated  with  100  ppm  TPH. 
These  studies,  in  addition  to  the  California  LUFT  manual  work,  are  discussed  below. 
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California  Leaking  Underground  Fuel  Tank  (LUFT)  Manual.  The  state  of 


California  developed  the  LUFT  guidance  to  prescribe  steps  for  categorizing  sites 

contaminated  with  petroleum  from  leaking  underground  storage  tanks.  The  manual 

applies  to  sites  contaminated  with  either  gasoline  or  diesel  fuel  and  provides  a  rationale  for 

using  TPH  analysis  to  measure  risk  associated  with  petroleum.  According  to  the  manual, 

[a]n  analysis  of  Total  Petroleum  Hydrocarbons  (TPH)  should  be  included  to  check 
for  other  less  mobile  fuel  constituents  that  could  be  adsorbed  onto  the  soil  in 
higher  concentrations.  This  additional  analysis  may  serve  as  a  check  for  the 
possibility  that  BTX&E  [BTEX]  have  migrated  to  deeper  depths.  (25:26) 

Because  benzene  is  volatile  and  soluble  in  water,  it  has  a  strong  tendency  to  either 

evaporate  or  migrate  to  greater  depths  in  the  soil.  If  benzene  is  not  present  in  the  upper 

layers  of  soil  at  a  site,  it  is  possible  that  the  substance  might  exist  at  greater  depths 

(25:25).  For  this  reason,  TPH  analysis  is  beneficial  for  identifying  the  presence  of  the  less 

mobile  components,  which  in  turn,  can  indicate  the  possible  presence  of  nwre  mobile 

compounds  elsewhere. 

The  LUFT  manual  provides  guidance  for  levels  of  BTEX  and  TPH  in  soil  which 
can  safely  be  left  in  place  without  threatening  groundwater  (25:27).  The  manual  states 
that  acceptable  TPH  concentrations  in  soil  were  calculated  by  using  state  ARARs  for 
BTEX  in  groundwater.  A  leaching  potential  analysis,  using  computer  modeling,  was  used 
to  derive  acceptable  levels  of  BTEX  in  soil  from  acceptable  levels  of  BTEX  in  water.  The 
model  determines  potential  for  leaching  based  on  the  following  site  characteristics;  depth 
to  ground  water,  subsurface  fractures,  precipitation,  man-made  conduits,  and  unique  site 
features  such  as  type  of  soil  and  location  of  public  wells.  Three  categories  of  low, 
medium,  and  high  leaching  potential  are  developed.  Acceptable  TPH  levels  in  soil  are  then 
approximated  by  using  acceptable  BTEX  levels  calculated  for  soil  divided  by  their  percent 
composition  in  gasoline  or  diesel  (25:27). 
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In  the  calculation  of  acceptable  TPH  levels  in  soil,  therefore,  the  study  uses  a 
virgin  product  ratio  of  BTEX  to  TPH.  The  use  of  a  constant  ratio  of  BTEX  to  TPH  may 
not  be  valid  because  of  preferential  weathering  or  migration  of  BTEX.  This  assumption  is 
challenged  as  part  of  this  research  effort. 

Stokman  Estimates  of  BTEX  Constituents  Migrating  to  Groundwater  from 
Soils  with  100  PPM  TPH.  According  to  Stokman,  "[i]n  order  to  develop  an  effective 

remedial  program  for  soils  contaminated  with  petroleum  products,  it  is  essential  to  define 

the  ultimate  fate  of  [the]  toxic  aromatic  hydrocarbons  in  soil  and  ground  water"  (35:541). 

Stokman  states  that  the  BTEX  constituents  are  considered  the  most  toxic  components  of 

petroleum  and  are  a  threat  to  groundwater.  Her  research  provides  an  estimate,  based  on 

computer  modeling,  of  the  concentrations  of  BTEX  which  would  migrate  to  groundwater 

from  soil  remediated  ro  1(X)  ppm  TPH.  Estimates  are  conducted  for  various  types  of 

petroleum,  including  leaded  and  unleaded  gasoline,  and  No.  1  and  No.  6  fuel  oil  (35:541). 

In  this  research,  Stokman  first  assumes  that  the  ratio  of  BTEX  to  TPH,  after  the 

soil  is  remediated  to  100  ppm  TPH,  is  the  same  as  the  ratio  which  would  exist  in  a  product 

prior  to  spillage  (35:543).  Concentrations  of  BTEX  in  groundwater  are  then  calculated  by 

modeling  the  migration  of  these  constituents  through  two  different  soil  type  scenarios 

(fine-sand  soil  and  shaly-silt  soil).  Climate,  soil,  and  groundwater  estimates  used  in  the 

models  are  worst  case,  and  maximize  the  estimate  of  BTEX  concentrations  which  would 

migrate  to  groundwater  over  a  period  of  ten  years  (35:545).  Biodegradation  and 

volatilization  of  the  BTEX  are  not  considered  in  the  analysis. 

Stokman’s  results  indicate  that  a  100  ppm  TPH  soil  cleanup  objective  for 

petroleum  results  in  maximum  groundwater  concentrations  of  BTEX  below  USEPA  limits 

identified  in  ARARs.  Stokman  recommends  that, 

"[a]n  alternative  [to]  remediating  the  soil  to  100  ppm  of  total  PHs  [TPH]  is  to  let 
the  cleanup  objective  be  determined  by  the  most  hazardous  constituent  in  a 
particular  petroleum  product.  For  example,  benzene  could  be  the  cleanup  criterion 
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for  soils  contaminated  with  low  boiling  fractions  of  petroleum  containing 
significant  concentrations  of  benzene..."  (35:555) 

Stokman  and  Dime  Estimate  of  Residual  Risks  from  Petroleum 
Contaminatol  Soils.  Stokman  and  Dime,  in  this  research,  compare  soil  cleanup  levels  for 

carcinogenic  constituents  of  petroleum  (including  benzene)  to  a  100  ppm  TPH  cleanup 

objective  (36:342). 

In  this  study,  the  authors  present  risk  assessment  and  soil  cleanup  objectives  for 
individual  chemical  constituents  which  "have  the  highest  toxicity,  the  ability  to  migrate, 
and/or  are  present  in  'limifirant  amounts"  (36:342).  They  state  that  benzene  is  of  primary 
concern  in  lighter  fuels  such  as  gasoline,  and  carcinogenic  polycyclic  aromatic 
hydrocarbons  (CaPAHs)  are  of  primary  concern  in  certain  heavy  residual  oils  (36:342- 
343). 

In  their  analysis,  Stokman  and  Dime  estimate  the  residual  soil  concentrations  of 
carcinogenic  constituents  when  100  ppm  TPH  is  used  as  a  cleanup  objective.  They  make 
an  assumption  that  the  ratio  of  CaPAHs  and  benzene  to  TPH,  after  the  soil  is  remediated 
to  100  ppm  TPH,  is  the  same  as  that  from  the  pre-spilled  product  (36:344).  The  authors 
explain  that  the  migration  of  contaminants  to  groundwater  is  of  concern,  but  their  study  is 
concerned  primarily  with  chronic  effects  due  to  long  term  exposure  to  contaminated  soils 
(36:343).  The  results  of  their  study  show  that  a  soil  cleanup  objective  of  100  ppm  TPH 
from  gasoline,  fuel  oil,  fresh  motor  oil,  or  lubricating  oil  "appears  to  result  in  residual  soil 
levels  of  CaPAHs  and  benzene  not  exceeding  a  1  x  10'^  cancer  risk"  (36:345). 

Current  State  Cleanup  Standards.  A  study  conducted  in  August,  1992  by  the 
Association  for  the  Environmental  Health  of  Soils  (hereafter  referred  to  as  the  "Soils 
magazine  study")  presents  information  on  the  standards  currently  used  by  states  for 
cleanup  of  petroleum  contaminated  soils  (29:14-24).  The  study  reports  for  each  state:  (1) 
the  type  of  petroleum  product  regulated,  (2)  the  analytical  parameters  and  laboratory  tests 
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requircd  to  measure  each  product,  (3)  notification  level,  (4)  action  level,  and  (5) 
recommended  cleanup  levels  for  each  product. 

Although  the  study  reports  recommended  cleanup  levels  for  almost  every  st^.te,  the 
study  does  not  distinguish  whether  these  levels  are  strictly  enforced.  According  to  Heath 
and  Atwood  however,  standards  used  by  the  states  are  guidelines,  recommendations,  or 
suggestions,  rather  than  laws  (29:12).  According  to  Bell  and  others,  "only  a  few  of  the 
states  have  set  definitive  standards  or  corrective  action  levels"  (8:79).  Bell  and  others  also 
suggest  that  states  that  do  have  set  levels  often  provide  an  alternative  methodology  for 
establishing  site-specific  cleanup  levels  based  on  risk.  In  addition,  they  state  that  almost 
all  of  the  states  allow  for  modification  of  the  standards  as  the  situation  demands  (8:79,89). 

It  is  clearly  evident  from  the  Soils  magazine  study  that  standards  used  for  soil 
cleanup  are  inconsistent  from  state  to  state.  They  are  ti.us  very  difficult  to  compare.  The 
standards  vary  by  (1)  type  of  product  regulated,  (2)  chemical  indicators  used  to  measure 
each  product,  (3)  laboratory  protocols  used  to  quantify  the  amount  of  each  compound, 
and  (4)  cleanup  levels  set.  These  are  discussed  in  greater  detail  below. 

First,  the  petroleum  products  regulated  in  each  state  are  different.  The  majority  of 
the  states  regulate  only  two  petroleum  products:  gasoline  and  diesel.  Other  states, 
however,  regulate  other  petroleum  products  such  as:  kerosene,  jet  fuel,  heavy  oil,  fuel,  oil, 
waste  oil,  mineral  spirits.  Naphtha,  motor  fuel,  oils,  and  heating  oils.  Thus,  an  initial 
evaluation  of  petroleum  products  regulated  shows  that  there  is  little  consistency  in  the 
products  regulated  by  different  states. 

Second,  the  Soils  magazine  study  also  shows  that  compounds  used  to  measure  a 
type  of  petroleum  product  varies  from  state  to  state.  For  example,  states  require  analysis 
for  one  or  more  of  the  following  compounds:  TPH,  benzene,  toluene,  ethyl  benzene, 
xylene,  1,2-  dibromomethane,  PAH,  naphthalene,  MTBE  and  others.  In  general,  most 
states  require  both  TPH  and  BTEX  analysis  to  measure  gasoline.  These  states  may  or 
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may  not  have  standards  for  other  components  in  addition  to  TPH  and  BTEX.  Another 
inconsistency  is  that  some  states  do  not  require  analysis  for  all  of  the  BTEX  components. 
Kansas,  for  example,  requires  that  gasoline  contamination  be  measured  by  TPH,  benzene, 
and  1,2-dichloroethane. 

The  study  also  shows  that  in  quite  a  few  states,  different  laboratory  test  protocols 
are  required  by  different  states  for  measuring  the  same  component  of  petroleum.  For 
example,  the  following  methods  are  used  by  different  states  for  measuring  concentrations 
of  BTEX:  Methods  602, 624,  8020, 8240,  8340,  5030,  8260,  8021,  or  modifications  of 
these  methods. 

Finally,  the  same  inconsistency  exists  in  notification  levels,  action  levels,  and 
cleanup  levels.  The  recommended  TPH  cleanup  levels  for  gasoline  generally  range  from 
non-detectable  or  ba^^ground  (Maryland),  to  10,000  parts  per  million  (California). 
Recommended  cleanup  levels  for  BTEX  are  overall  much  lower,  with  standards  set  in  the 
parts  per  billion  range. 

According  to  Bell  and  others,  the  lack  of  a  consistent  approach  can  be  attributed  to 
several  causes.  First,  limited  guidance  has  been  provided  to  the  states  for  establishing  soil 
cleanup  standards  at  the  federal  level,  particularly  from  the  EPA.  Second,  there  is  a  lack 
of  agreement  on  the  appropriate  analytical  methods  for  measuring  contaminant 
concentrations  in  the  soils.  Third,  each  petroleum  contaminated  site  is  different  and  has 
specific  hydrogeological  propenies  that  effect  the  fate  and  transport  of  spilled  product 
(8:77). 

Heath  and  Atwood  note  that  a  trend  may  be  developing  towards  site-specific 
guidelines,  rather  than  set  standards.  They  note  that  several  states  that  had  submitted  set 
cleanup  levels  during  a  1991  survey  of  state  regulations,  submitted  "site  specific"  target 
levels  for  1992  (19:12).  They  explain  that  this  indicates  regulators  in  some  states,  rather 
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than  using  set  standards,  are  attempting  to  integrate  soil  risk  assessment  into  the 
remediation  decision-making  process  (29:22). 

The  literature  identifies  several  other  problems  in  the  way  state  standards  are  set. 
First,  the  basis  or  rationale  for  cleanup  levels  used  by  the  states  have  not  been  clearly 
identified.  Second,  the  standards  sometimes  vary  between  agencies  within  the  same  state. 
Third,  the  levels  of  cleanup  set  by  each  state  are  often  set  in  a  haphazard  rather  than 
scientific  and  systematic  manner  (31:512). 

The  way  many  of  the  standards  are  set  "often  results  in  excessively  costly 
remediation  and  monitoring  requirements"  (19:22).  These  costs  can  be  significant, 
affecting  both  the  regulated  community  and  society  as  a  whole  (3 1 :5 12).  For  instance, 
according  to  Jemigan  and  others,  a  three-fold  decrease  in  cleanup  levels  (which  is 
insignificant  to  most  regulatwy  considerationsy  can  result  in  a  ten-fold  increase  in  cleanup 
costs  (23:1 1-12).  Furthermore,  the  standards  are  overly  conservative.  According  to 
Heath  and  Stanley: 

Petroleum  sites  are  being  remediated  to  policy  based  standards  that  are  orders  of 
magnitude  more  conservative  than  die  human  health,  risk  based  standards  applied 
at  Superfund  sites  and  RCRA  Corrective  Action  sites.  This  inequity  would  seem 
to  represent  a  misallocation  of  scarce  resources  that  could  be  more  effectively 
applied  elsewhere.  (19: 12) 

Efforts  to  Standardize  Petroleum  Cleanup  Standards.  According  to  Daugherty, 
petroleum  contamination  from  underground  storage  tanks  is  an  on-going  problem  of 
regulatory  concern.  This  is  due  to  the  scientific  uncertainty  associated  with  predicting  the 
environmental  fate  and  transport  of  petroleum.  This  uncertainty  will  continue  to  make  the 
establishment  of  a  health-based  soil  cleanup  st^dard  a  difficult  and  controversial  process 
(12:55,57).  Bauman  also  recognizes  lack  of  scientific  understanding  of  the  fate  and 
transport  of  petroleum,  and  states  that  additional  research  is  needed  in  this  area.  Research 
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needs  include  "assessment  of  the  relationship  (if  any)  between  TPH  values  and  mobility  of 
sp«:ific  contaminants"  (7:46). 


Risk  Associated  with  Petroleum  Contaminated  Sites 

Risk  assessment  is  a  quantitative  evaluation  of  hazards  posed  by  exposure  to  a 
toxicant.  The  goal  of  a  risk  assessment  is  to  estimate  the  probability  of  adverse  effects  on 
humans,  domestic  animals,  wildlife,  or  ecological  systems  from  exposure  to  a  chemical  or 
physical  agent  (28:5).  To  determine  the  amount  of  risk  presented  by  petroleum 
contaminated  soils,  one  must  evaluate  information  on  the  toxicity,  environmental  fate  and 
transport,  and  exposure  pathways  of  its  constituents  (27:284). 

This  section  provides  an  overview  of  risk  associated  with  petroleum  to  human 
health,  and  summarizes  the  literature  ou  indicators  of  risk  to  human  health.  First, 
information  on  (1)  the  use  of  a  total  petroleum  hydrocarbon  standard  to  assess  risk,  (2) 
the  use  of  indicator  compounds  to  assess  risk,  and  (3)  the  use  of  BTEX  as  an  indicator 
compound  is  presented.  Second,  fate  and  transport  mechanisms  that  effect  the 
concentration  of  petroleum  in  soil,  and  effect  a  constituent’s  mobility  in  the  subsurface  are 
identified.  Lastly,  possible  exposure  pathways  which  may  exist  for  contaminated  soils  are 
listed. 

Overview  of  Risk  Potential.  As  stated  previously,  in  order  to  ascertain  the  risk  to 
human  health  from  soils  contaminated  with  petroleum  it  is  necessary  to  understand  the 
health  effects,  persistence  and  mobility,  and  possible  routes  of  exposure  for  the 
constituents  in  petroleum.  The  toxicity  of  a  chemical  refers  to  the  degree  it  is  poisonous 
or  harmful.  Persistence  and  mobility  refer  to  a  chemical’s  staying  power  and  ability  to 
move  through  a  pathway  to  a  receptor.  Pathways  are  routes  which  petroleum  constituents 
can  take  to  reach  receptors  (10:374). 


Use  of  "TPH"  to  Measure  Risk.  As  mentioned  briefly  in  the  analytical  methods 
section,  TPH  analysis  is  not  an  appropriate  measure  of  risk  (7:45-46).  Because  of  the 
inherent  variability  in  the  TPH  analysis  methods,  it  is  currently  not  possible  to  directly 
relate  potential  health  risks  with  concentrations  of  TPH.  For  instance.  Method  418. 1 
cannot  be  used  to  distinguish  between  different  petroleum  products,  and  thereby  determine 
the  relative  mobility  or  toxicity  of  various  petroleum  product.  When  using  TPH  analysis 
methods,  for  example,  there  is  no  easy  way  to  say  if  300  ppm  of  "TPH"  measured  at  one 
site  will  represent  the  same  level  of  risk  as  300  ppm  TPH  from  another  site  (7:45-46). 

This  is  significant  because  different  petroleum  products  vary  in  composition,  and 
the  composition  of  a  product  is  affected  by  the  age  of  the  product.  Bauman  gives  a 
hypothetical  example  that  highlights  a  limitation  of  the  TPH  analysis.  He  states  that  if 
Method  418.1  is  used  to  measure  gasoline  at  a  spill  site  wnere  the  product  was  fireshly 
spilled,  the  petroleum  might  be  composed  of  hydrocarbons  in  the  range  of  C5  through 
Cl 2-  At  an  older  site,  where  the  same  fuel  had  weathered,  however,  hydrocarbons  in  the 
Cg  through  C12  range  would  probably  be  present.  He  explains  that  because  TPH  analysis 
does  not  distinguish  between  the  different  hydrocarbons,  the  analysis  cannot  be  used  to 
accurately  compare  risk  between  the  two  sites  (7:45-46). 

Use  of  Indicator  Compounds  to  Assess  Risk.  A  widely  used  and  accepted 
approach  for  measuring  risk  associated  with  petroleum  is  to  identify  and  measure  indicator 
compounds  ( 10;  12;  9:43;  9:22;  1 1 ;380).  The  use  of  indicator  compounds  is  based  upon 
two  assumptions.  The  first  assumption  is  that  the  toxicity  of  the  indicator  compound(s) 
represents  the  toxicity  of  the  mixture.  The  second  assumption  is  that  the  mobility  of  the 
indicator  compound(s)  represents  the  mobility  of  the  mixture.  Constituents  in  the 
subsurface  that  exhibit  little  or  no  mobility  pose  little  risk  because  there  is  little  potential  of 
reaching  a  receptor  (1 1:380;  9:22). 
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The  use  of  indicator  compounds  is  extremely  attractive  because  of  the  large 
number  of  compounds  that  make  up  petroleum.  Measuring  and  evaluating  the  risk  of  a 
product  containing  over  one  thousand  compounds  would  be  time  consuming  and  very 
impractical  (17:253).  According  to  Jemigan  and  others,  when  considering  health-based 
cleanup  levels,  one  or  two  key  compounds  will  usually  represent  the  majority  of  the  risk. 
They  estimate  that  75%-90%  of  the  risk  from  petroleum  is  associated  with  these  key 
compounds  (23: 17).  According  to  Gilbert  and  Calabrese,  the  compounds  selected  as 
indicators  should  ideally  be  the  most  toxic,  present  in  the  highest  concentration,  the  most 
mobile,  and  the  most  persistent  in  the  environment  (17:253). 

BTEX  as  an  Indicator  Compound.  Because  indicator  compounds  are  usually 
defined  as  those  that  are  the  most  toxic  and  mobile  in  soil  and  groundwater,  many  states 
focus  on  the  use  of  BTFX  in  their  state  standards  and/or  guidelines  (9:45).  Furthernio.c, 
BTEX  components  are  selected  by  the  EPA  as  indicator  compounds  for  No.2  fuel  oil  in 
the  Petroleum.  Underground  Storage  Tank.  Risk  Assessment  Procedures  Manual.  EPA's 
reason  is  the  BTEXs  have  relatively  higher  toxicity  and  water  solubility  than  the  other 
petroleum  constituents  (17:267).  Benzene  in  particular  is  a  known  carcinogen  and  "is 
responsible  for  a  significant  fraction  of  potential  health  risks  at  petroleum-contaminated 
sites"  (15:274). 

Other  Indicator  Compounds.  Some  studies  note  the  existence  of  compounds  in 
petroleum  that  are  not  used  as  indicator  compounds,  yet  have  the  potential  to  present 
substantial  risk.  One  such  chemical  is  benzo(a)pyrene.  Benzo(a)pyrene  is  a  polycyclic 
aromatic  hydrocarbon  that  is  linked  to  cancer,  though  it  has  a  lower  mobility  potential  than 
BTEX  (26:31).  Another  chemical  identified  is  methyl  tert-butyl  ether  (MTBE),  which  is  a 
common  additive  to  gasoline  (32:6).  Bell  and  others  note  that  MTBE  is  perceived  to  be 
relatively  toxic  and  is  therefore  a  potential  risk  agent  (32:6). 
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Fate  and  Transport.  TTie  fate  of  petroieum  after  it  is  leaked  into  the  subsurface  is 
important  in  identifying  potential  pathways  to  human  receptors.  According  to  Daugherty, 
transport  mechanisms  that  affect  dissolved  contaminants  in  groundwater  include 
advection,  dispersion,  and  diffusion  (12:29).  The  most  significant  transformation  process 
for  organic  chemicals  is  bacterial  biodegradation  (12:29).  According  to  Denahan  and 
others,  chemical  and  physical  properties  also  effect  the  fate  and  transport  of  petroleum  in 
soil.  These  properties  include  the  nature  of  the  specific  constituent,  the  age  of  the 
constituent,  and  hydrogeological  parameters  of  the  site  (13:29). 

Constituent  Properties.  According  to  Frankenberger,  the  environmental 
fate  and  transport  of  petroleum  constituents  is  dictated  largely  by  the  compound's  physical 
and  chemical  properties  (16:254).  He  states  that  the  five  most  significant  chemical  and 
physical  properties  affecting  dissolved  petroleum  concentrations  include: 

(1)  water  solubility 

(2)  organic  carbon  coefficient  (Koc) 

(3)  vapor  pressure 

(4)  Henry's  law  constant 

(5)  octanol/water  coefficient  (Kow) 

According  to  Wilson  and  Brown,  the  distribution  of  petroleum  contamination  in  the 
subsurface  is  also  a  function  of  the  geochemical  characteristics  of  the  soil  formation 
(37: 173).  These  characteristics  include  pH,  conductivity,  and  organic  mass. 

Age  of  Spill.  The  age  of  a  spill  also  affects  the  concentration  levels  of 
petroleum  in  the  subsurface.  According  to  Denahan  and  others,  there  are  three  fate 
mechanisms  affecting  sorbed  contaminant  concentrations.  These  mechanisms  include 
volatilization,  dissolution  and  leaching,  and  biodegradation  (13:102).  According  to 
Frankenberger,  biodegradation  and  volatilization  tend  to  selectively  remove  the  lighter 
chain  hydrocarbons  such  as  benzene,  toluene,  and  xylenes  over  the  heavier  components  of 
petroleum  (16:254). 
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Exposure  Pathways.  Hartley  and  Ohanian  identify  five  exposure  pathways  which 
characterize  how  petroleum  from  a  contaminated  site  may  reach  humans.  These  exposure 
pathways  include:  (1)  ingestion  of  contaminated  groundwater,  (2)  ingestion  of 
contaminated  soil,  (3)  dermal  contact  with  contaminated  groundwater  (4)  dermal  contact 
with  contaminated  soil,  and  (5)  inhalation  of  volatilized  hydrocarbons  (18:328). 

Conclusion 

The  literature  review  indicates  that  TPH  analysis  can  be  used  as  adequate  means  of 
screening  for  petroleum  m  pciroleum  contaminated  sites.  There  is  agreement  in  the 
literature,  however,  that  TPH  analysis  cannot  be  used  to  adequately  assess  the  risk  to 
human  health  from  petroleum.  The  liierature  seems  to  support  the  use  of  indicator 
compounds,  such  as  BTEX,  for  measuring  the  specific  components  that  present  risk. 
Caution  is  required,  however,  to  ensure  that  chemicals  other  than  the  indicator  compounds 
measured,  do  not  remain  in  the  soil  and  present  risk.  MTBE  is  an  example  of  such  a 
compound. 

A  review  of  the  existing  information  on  soil  cleanup  standards  for  petroleum 
shows  that  the  standards  are  inconsistent  from  state  to  state.  The  literature  review  raises 
the  following  concerns  with  regards  to  standards.  First,  the  standards  for  soil  lack 
appropriate  technical  justification.  Second,  state  regulators  are  unaware  of  how  their  soil 
remediation  standards  were  developed.  Third,  the  standards  are  overly  conservative, 
causing  a  misallocation  of  public  and  private  resources.  And  finally,  it  is  unclear  whether 
state  regulators  currently  enforce  the  recommended  cleanup  levels  noted  in  the  Soils 
magazine  study  (such  as  a  standard  of  TPH  criteria  of  1(X)  ppm).  Although  two  authors 
report  that  the  "recommended  cleanup  levels"  set  by  many  states  are  guidance  levels  rather 
than  required  standards,  these  authors  did  not  quantify  a  number  or  percentage  of  states  to 
which  this  applies.  Additional  research  is  needed  in  this  area. 
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ill.  Methodology 


OvCTview 

To  meet  the  research  objectives,  a  combination  of  methodologies  was  used.  First, 
the  literature  is  reviewed  and  evaluated  to  determine  the  current  use  of  TPH  and  BTEX  by 
ihe  states.  Second,  telephone  interviews  are  conducted  to  obtain  technical  opinions  on  the 
use  of  TPH  versus  a  compound  specific  standard.  State  regulatory  personnel,  and  civilian 
and  Air  Force  technical  experts  in  the  area  of  petroleum  contaminated  soils  were 
interviewed.  Third,  the  researchers  analyzed  sampling  and  analysis  data  from  Air  Force 
petroleum  contaminated  sites  to  evaluate  the  relationship  between  TPH  and  BTEX  over 
time.  Fourth,  an  estimate  of  the  number  of  Air  Force  sites  that  would  not  require  cleanup 
under  a  BTEX  cleanup  standard  is  conducted  to  evaluate  cost  savings  which  would  result 
if  a  BTEX  standard  were  applied. 

Literature  review 

The  literature  presents  some  explanations  for  how  and  why  current  cleanup 
standards  were  developed  by  individual  states.  The  researchers  found,  however,  that  the 
literature  does  not  1)  fully  characterize  the  use  of  the  TPH  standard  versus  the  use  of  a 
compound  specific  standard,  (2)  fully  characterize  the  flexibility  states  allow  for  cleanup  of 
petroleum,  and  (3)  explain  the  extent  to  which  risk  assessments  are  used  by  the  states. 

Analysis  of  State  Standards 

The  literature  review  identifies  the  cleanup  standards  for  cleanup  of  petroleum 
contaminated  soil.  Although  studies  have  been  conducted  which  report  the  cleanup 
standards  used  for  petroleum,  no  in-depth  analysis  of  the  standards  is  available  in  the 
literature.  The  researchers  conducted  an  analysis  of  state  standards  reported  in  the 
December  1992  issue  of  Soils  magazine  to  fill  this  need  (19). 
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This  analysis  further  characterizes  the  current  cleanup  standards  for  petroleum 
cofitaminated  soils  by  (1)  categorizing  types  of  petroleum  used  by  each  state,  (2) 
evaluating  the  basis  for  each  state's  standards  (TPH,  BTEX,  or  both),  and  (3)  assessing 
other  chemical  compounds  used  in  state  standards.  An  analysis  of  the  gasoline  and  JP-4 
standards  is  also  performed  to  identify  the  highest,  lowest,  median,  and  most  frequent 
recommended  cleanup  levels  used  for  cleanup.  The  result.s  of  this  analysis  are  presented  in 
Chapter  IV. 

Interviews  with  State  Regulators  and  Technical  Experts 

The  researchers  used  interviews  with  state  regulators  and  technical  experts  as  a 
second  approach  to  characterizing  and  explaining  the  cleanup  standards  currently  used  for 
cleanup  of  petroleum  contaminated  soils.  These  interviews  also  provide  information  for 
comparing  the  use  of  a  TTII  standard  against  a  BTEX  standard.  Although  all  state 
regulators  could  be  considered  "technical  experts"  in  their  field,  "experts"  will  hereafter  be 
used  in  this  paper  to  refer  to  the  other  professionals  interviewed  who  are  not  state 
regulators. 

The  interviews  were  non-scheduled  and  semi-structured,  with  the  information 
gathering  the  main  objective  of  each  interview.  In  order  to  obtain  accurate  viewpoints  of 
interviewees,  the  researchers  prompted  the  interviewees  to  clarify  their  responses  and  to 
provide  additional  information,  when  appropriate.  A  semi-structuied  interview  format 
was  selected  for  this  study  because  the  researchers  believed  that  this  type  of  format  would 
elicit  the  most  information  in  the  time  allowed. 

State  Regulators.  A  stratified  random  approach  was  selected  to  establish  the 
sample  of  state  regulators  in  order  to  obtain  technical  opinions  from  state  regulators  in 
states  that  have  different  soil  cleanup  regulations.  First,  states  were  separated  into  groups, 
based  on  the  type  of  standard  used  by  each  state.  Three  groups  were  established;  (1) 
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states  with  standards  based  on  TPH,  (2)  states  with  standards  based  on  BTEX,  and  (3) 
states  with  standards  based  upon  both  TPH  and  BTEX.  The  December  1992  Soils 
magazine  provided  the  information  necessary  to  establish  these  groupings.  Four  states 
from  each  group  were  then  randomly  selected.  An  additional  state  from  the  TPH/BTEX 
group  was  selected  to  make  a  sample  of  twenty-five  percent  of  the  states.  Lasdy,  the 
researchers  used  the  state  regulator  referenced  in  Soils  magazine  as  points  of  contact  for 
the  selected  states. 

The  researchers  developed  an  initial  survey  questionnaire  and  conducted  several 
interviews.  After  interviewing  an  initial  sample  of  regulators,  the  researchers  revised  the 
questionnaire.  The  initial  questionnaire  was  changed  to  (1)  include  additional  questions, 

(2)  change  existing  questions  to  elicit  better  responses,  and  (3)  to  delete  unnecessary 
questions.  After  the  questionnaire  was  revised,  the  researchers  re-contacted  the 
regulators  initially  interviewed  to  obtain  their  responses  to  added  questions. 

The  final  survey  questionnaire  was  formulated  to  obtain  the  following  information: 


( 1)  Difference  between  standards  and  guidelines 

(2)  Hexibility  in  the  state  standards 

(3)  Whether  risk  assessments  are  required  or  allowed 

(4)  Whether  TPH  levels  are  considered  in  assessing  risk 

(5)  How  states  regulate  soil  contaminated  with  jet  fuel 

(6)  Whether  site  age  makes  a  difference  in  how  a  petroleum 
contaminated  site  is  regulated 

(7)  Technical  oasis  for  the  states  standards 

(8)  References  to  California  LUFT  manual  or  NJ’s  Stokman  and 
Dime  study 

(9)  Regulatory  opinions  on  the  advantages  and  disadvantages  of  a 
TPH  standard 

(10)  Regulatory  opinion  on  the  appropriateness  of  different 
cleanup  levels  for  different  petroleum  products 

(11)  Regulatory  opinion  on  the  advantages  and  disadvantages  of  a 
compound  specific  standard 

(12)  Regulatory  opinion  on  the  chemical  compounds  that  should  be 
used  as  indicators  of  TPH  contamination 
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Limitations  to  Survey  of  State  Regulators.  Because  of  the  type  of  survey  and  the 
methodology  employed,  several  limitations  exist  that  affect  the  utility  of  the  survey 
results.  These  limitaticms  are  discussed  below. 

First,  the  sample  consists  of  state  regulators  responsible  for  enforcing  state 
cleanup  standards  for  petroleum  contaminated  soil  and  groundwater.  Although  each 
regulator's  position  and  experience  gives  credibility  to  their  response,  one  cannot  assume 
that  the  regulators'  responses  are  representative  of  their  state's  official  position. 
Furthermore,  because  responses  to  the  survey  questionnaire  often  require  the  regulators 
to  provide  both  interpretations  of  their  state's  standards  and  technical  opinions,  different 
regulators  in  the  same  state  may  have  provided  different  responses  to  the  same  question. 
Similarly,  because  of  the  inconsistencies  that  exist  in  petroleum  cleanup  standards  from 
state  to  state,  one  cannot  assume  tliat  this  survey  captured  all  regulatory  approaches. 

Finally,  there  are  other  limitations  and  biases  that  require  discussion.  These 
limitations  exist  due  to  the  structure  of  the  survey  questionnaire,  the  nature  of  the 
interviews  conducted,  and  the  type  of  data  collected. 

First,  bias  may  exist  due  to  the  wording  of  the  survey  questionnaire.  Some  of  the 
questions  contained  in  the  questionnaire  may  have  prompted  more  frequent  responses. 
For  instance,  when  the  researchers  asked  the  interviewees  to  provide  advantages  and 
disadvantages  of  a  TPH  cleanup  standard,  they  also  asked  them  to  comment  on  risk  and 
mobility  considerations.  These  considerations  are  therefore  addressed  more  frequently. 

A  second  bias  may  exist  from  the  nature  of  the  semi-structured  interview  process 
used.  In  an  attempt  to  obtain  more  information,  the  researchers  may  have  asked 
questions  to  prompt  more  in-depth  responses.  The  result  of  this  bias  is  that  more 
complete  responses  may  have  been  provided  by  some  interviewees  because  of  prompting 
conducted  by  the  researchers. 
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A  third  limitation  is  the  qualitative  nature  of  the  responses  and  context  through 
which  they  were  provided.  Interviewees  were  not  prompted  to  give  an  exhaustive 
explanation  of  their  knowledge,  nor  were  they  asked  to  identify  information  in  which  they 
feel  is  most  important  In  addition,  it  was  necessary  to  make  some  interpretations  of  the 
interviewees  responses  to  categorize  each  response.  These  limitations  are  important  in 
interpreting  the  responses  on  advantages  and  disadvantages  of  a  TPH  and  compound 
specific  standard.  One  cannot  assume  that  those  interviewed  agree  or  disagree  with  the 
advantages  and  disadvantages  provided  by  other  interviewees.  Nor  can  one  assume  that 
the  responses  provided  by  the  interviewees  are  those  they  feel  are  most  important. 

Although  these  limitations  exist  and  should  be  kept  in  mind  when  reviewing  the 
results  provided,  many  useful  conclusions  can  be  drawn  from  the  collected  information. 
An  indication  of  regulatory  concerns  and  viewpoints  on  issues  associated  with  the  use  of 
a  TPH  verses  a  compound  specific  cleanup  standard  is  provided.  Furthermore,  the 
survey  provides  valuable  insight  into  the  standards  currently  used  for  cleanup  of 
petroleum  contaminated  soils  and  into  the  technical  opinions  of  regulators  enforcing 
cleanup. 

Technical  Experts.  The  sample  of  technical  experts  included  members  of  the 
Council  for  the  Health  and  Environmental  Safety  of  Soils  (CHESS),  an  organization 
established  to  produce  a  generic  method  for  deriving  soil  cleanup  levels,  and  an  Air  Force 
technical  expert  working  petroleum  contaminated  soil  issues.  These  two  groups  were 
selected  because  of  their  members'  expertise  in  the  field  of  petroleum  contaminated  soil. 

The  researchers  established  a  survey  questionnaire  for  the  technical  experts  which 
contained  many  of  the  same  questions  asked  of  the  state  regulators.  This  questionnaire 
included  additional  questions  to  obtain  technical  opinions  on  (1)  the  imponance  of  risk 
assessment  in  developing  cleanup  standards  for  petroleum  contaminated  soils,  (2)  risk 
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assessment  criteria  which  are  important  for  establishing  a  soil  cleanup  standard,  and  (3) 
whether  strict  TPH  level  are  appropriate  for  cleanup  of  petroleum  contaminated  soil. 

Evaluation  of  Survey  Responses.  The  results  of  all  interviews  were  analyzed  to 
both  characterize  the  application  of  cleanup  standards  by  each  state  and  the  interviewees' 
technical  perspectives  on  cleanup  standards  for  petroleum  contaminated  soils.  For  each 
question,  an  attempt  was  made  to  characterize  and  categorize  each  response,  to  determine 
the  most  frequent  responses,  and  to  rank  the  responses  by  frequency.  The  researchers 
then  analyzed  significance  of  the  responses. 

Relationship  of  BTEX  to  TPH 

As  established  in  the  literature  review,  many  states  reference  studies  which 
calculate  the  levels  of  TPH  that  can  be  left  in  the  soil.  The  studies  (1)  estimated 
groundwater  BTEX  conccr.trations  that  would  result  from  soils  contaminated  at  100  ppm 
TPH,  and  (2)  evaluated  the  cancer  potential  of  exposure  to  soils  contaminated  at  100  ppm 
TPH.  An  assumption  used  in  these  studies,  however,  is  that  the  relationship  of  BTEX  to 
TPH  remains  constant  over  time.  Associated  with  evaluating  the  use  of  the  TPH  standard 
(the  overall  goal  of  this  research),  the  researchers  hypothesize  that  this  assumption  is 
overly-conservative  and  may  not  be  valid  for  petroleum  contaminated  soils.  It  is, 
therefore,  necessary  to  investigate  how  the  relationship  of  BTEX  to  TPH  in  petroleum 
contaminated  soil  varies  over  time. 

The  methodology  selected  by  the  researchers  for  this  objective  is  an  analysis  of  Air 
Force  sampling  and  analysis  data  for  sites  contaminated  with  petroleum.  Through  an 
analysis  of  this  data,  the  researchers  tested  the  hypothesis  that  BTEX  is  preferentially 
weathered  over  TPH  with  time.  Subsequently,  this  would  show  that  the  relationship 
between  BTEX  and  TPH  is  not  constant  and  that  the  assumptions  used  in  the  studies 
referenced  in  the  literature  review  are  not  valid. 
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The  researchers  used  information  contained  in  the  Installation  Restoration  Program 
Information  Management  System  (IRPIMS)  for  this  research.  IRPIMS  contains  sampling 
and  analysis  data  for  Air  Force  contaminated  sites  which  have  been  investigated  for 
cleanup  under  the  Installation  Restoration  Program  (IRP).  Because  Air  Force  petroleum 
contaminated  sites  are  investigated  under  the  IRP,  IRPIMS  contains  extensive  sampling 
information  on  petroleum  sites.  The  database  is  maintained  by  the  Air  Force  Center  for 
Environmental  Excellence  (AFCEE)  at  Brooks  AFB,  Texas. 

AFCEE  estimates  that  60%  of  all  sampling  and  analysis  information  collected 
under  the  IRP  has  been  entered  into  IRPIMS.  AFCEE  is  in  the  process  of  entering  the 
other  40%,  which  currently  exists  in  hard  copy  technical  reports,  into  IRPIMS.  This 
study,  therefore,  was  conducted  using  only  the  sampling  information  contained  in  IRPIMS 
and  does  not  incorporate  other  sampling  information  which  has  not  been  entered. 

To  obtain  information  on  sites  contaminated  with  petroleum,  the  researchers 
requested  information  for  all  sites  in  which  samples  for  both  BTEX  and  TPH  had  been 
taken.  The  specific  fields  requested  and  believed  necessary  to  analyze  the  relationship  of 
BTEX  to  TPH  are  shown  in  Table  1.  This  table  identifies  the  field  parameter  name  in 
IRPIMS,  explains  the  information  the  field  represents,  and  provides  a  description  of  how 
this  information  would  be  used.  Hydrogeological  data  was  also  requested  and  the  field 
descriptions  are  provided  in  Table  2.  The  researchers  asked  AFCEE  to  download  all 
information  from  IRPIMS  into  a  format  which  could  be  used  by  a  database  program  on  a 
personal  computer. 

The  researchers  requested  that  AFCEE  download  only  specific  analytical  data 
necessary  for  this  research.  This  included  analytical  data  for  benzene,  toluene,  ethyl¬ 
benzene,  total  xylenes  (o-,  m-,  and  p-),  and  TPH  concentrations.  AFCEE  standardized  the 
results  of  these  analyses  in  milligrams  of  contaminant  per  kilogram  of  soil  (parts  per 
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TABLE  1 


DESCRIPTION  OF  IRPIMS  DATA  FIELDS  REQUESTED 


Field 

Name* 

Deflnition 

Purpose 

AHID 

Air  Force  Installation  Identification 

To  differentiate  sites  by  Air  Force 
installation,  plant,  or  base 

SITEID 

Site  Identification 

To  correlate  samples  from  the  same  site  at 
different  time  periods 

SITENAME 

Site  Name 

To  correlate  samples  from  the  same  site  at 
different  time  periods 

LOCID 

Location  Identification  (typically 
synonymous  with  monitoring  well  ID, 
borehole  lu, 

To  correlate  BTEX  and  TPH 
concentrations  from  the  same  location  for 
ratio  calculations 

NCOORD 

North  State  Plane  Coordinate  (the 
North-South  distance  in  feet  from  the  an 
installation  reference  location) 

To  correlate  samples  from  the  same  site  at 
different  time  periods  in  the  event  no  Site 
Name  provided 

ECOORD 

East  North  State  Plane  Coordinate  (the 
East- West  distance  in  feet  from  the  an 
installation  reference  location) 

Needed  to  correlate  samples  from  the  same 
site  at  different  time  periods  in  the  event 
no  Site  Name  provided 

LOGDATE 

Log  Date  (date  the  sample  was  taken) 

To  correlate  samples  for  TPH  and  BTEX 
over  time 

MATRIX 

Sampling  Matrix  (soil,  groundwater, 
etc.) 

To  verify  sample  measured  from  soil 
matrix 

SBD 

Sample  Beginning  Depth 

To  correlate  BTEX  and  TPH 
concentrations  from  the  same  depth  for 
ratio  calculations 

ANMCODE 

Analytical  Method  Code  (ex.  TPH 
typically  E4 18.1) 

To  sort  data  by  analytical  method  if 
necessary 

PARVQ 

Parameter  Value  Qualifier  (equal  to: 

"=",  non-detect:  "ND",  trace:  "TR" 

To  categorize  samples  (sample 
concentrations  with  a  PARVQ  of  "TR" 
considered  zero  for  this  analysis  because 
detection  below  the  LABDL  for  that 
PARVAL) 

PARVAL 

Parameter  Value  (sample  concentration 
for  BZ,  TOL,  EBZ,  XYL,  and  TPH)** 

LABDL 

Laboratory  Detection  Limit  (provided  for 
each  sample  PARVAL) 

To  remove  PARVALs  below  LABDL  (all 
PARVALs  below  LABDL  considered  non- 
detects  for  this  analysis 

^These  field  names  are  identified  in  the  IRPIM.S  Data  Loading  Handbook! 

**  "BZ"  =  benzene,  "TOL "  =  Toluene,  "EBZ"  =  ethyl-benzene,  "XYL"  =  xylene 


1 


TABLE  2 


DESCRIPTION  OF  HYDROGEOLOGICAL  DATA  REQUESTED 


Field 

Name* 

Definition 

Purpose 

LITHCODE 

Lithology  Classification  Code 
(general  classification  of  soil  type; 
sand,  gravel,  clay,  etc.) 

To  correlate  BTEX  to  TPH  ratios 
with  type  of  soil  over  time 

STRATCODE 

Stratigraphic  Order  (soil  layer  type 
identifier) 

Additional  information  about  site 
soil  layers  that  may  be  needed 

ASTMCODE 

To  correlate  BTEX  to  TPH  ratios 
with  type  of  soil  over  time 

PARVAL 
(pH,  specific 
conductance) 

Parameter  Value  (soil  pH  and 
specific  conductance  for  each  TPH 
or  BTEX  sample 

To  assess  BTEX  to  TPH  ratios  over 
by  pH  and  specific  conductance 

LABDL 

Laboratory  Detection  Limit 
(obtained  for  each  PARVAL  field) 

Needed  as  a  check  of  PARVALs 

UTMCODE 

Units  of  Measure  (pH  units, 
specific  conductance  units) 

Needed  if  pH  or  specific 
conductance  used  in  analysis 

These  field  names  are  identified  in  the  IRPIMS  Data  Loading  Handbook. 


million).  Analytical  data  for  pH,  temperature,  and  specific  conductance  was  also 
requested. 

Relationship  of  BTEX  to  TPH  Over  Time  with  Varying  Hydrogeological  Site 
Conditions.  This  relationship  was  not  determined  due  to  IRPIMS  data  limitations  (see 

Chapter  VI  for  detailed  explanation).  A  description  of  the  intended  methodology, 

however,  is  provided  here. 

The  intended  methodology  compares  the  relationship  of  BTEX  to  TPH  for  two  or 
more  samples  taken  at  the  same  location  at  different  points  in  time.  This  comparison 
determines  whether  or  not  the  weathering  rate  of  BTEX  constituents  over  time  is 
statistically  different  from  the  weathering  rate  of  total  petroleum  hydrocarbons.  This 
comparison  also  addresses  hydrogeological  site  conditions  to  determine  if  the  rate  is 
influenced  by  soil  type.  An  assumption  is  made  that  the  contamination  sampled  at  the 
earlier  date  would  represent  the  same  soil  sampled  at  later  dates. 
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The  time  which  transpired  between  sampling  intervals  is  used  to  plot  relative 
decreases  in  the  ratio  of  BTEX  to  TPH  over  time  for  multiple  samples.  From  this 
information  a  correlation  in  the  rate  of  product  degradation  over  time  could  be  calculated. 
Further  plots  are  developed  to  assess  BTEX  to  TPH  ratios  for  varying  hydrogeological 
site  conditions.  Precipitation  rates,  hydraulic  conductivity,  soil  type,  and  sample  depth  are 
examples  of  different  site  conditions. 

Ratio  of  BTEX  to  TPH  in  Soil.  The  methodology  used  to  evaluate  this  ratio 
compares  the  BTEX  to  TPH  ratios  calculated  from  petroleum  site  data  contained  in 
IRPIMS  to  the  same  ratio  calculated  from  information  about  the  specific  petroleum 
product  provided  in  the  literature.  An  assumption  is  made  that  the  initial  spill  (time  zero) 
ratio  of  BTEX  to  TPH  in  the  soil  medium  is  the  same  as  the  pre-spilled  product  ratio. 
Short  term  separation  '”hich  might  result  from  different  soil  absorption/desorption 
properties  of  either  BTEX  or  TPH  is  not  considered  in  this  analysis. 

The  researchers  first  grouped  the  IRPIMS  data  by  type  of  petroleum.  Sorting  of 
the  data  was  required  to  separate  out  unusable  information.  Information  in  which  the  type 
of  contamination  could  not  be  identified  in  the  site  name  field,  was  considered  unusable. 
The  researchers  then  calculated  a  ratio  of  BTEX  to  TPH  for  all  samples  which  had  TPH 
and  BTEX  present  above  the  laboratory  detection  limit.  Although  more  than  one  actual 
sample  may  have  been  taken  to  report  these  results,  a  "sample"  will  be  defined  here  as  all 
results  reported  for  the  same  (1)  date,  (2)  sampling  location,  and  (3)  sampling  depth. 

The  researchers  then  calculated  an  average  ratio  of  BTEX  to  TPH  present  in  a 
virgin  petroleum  product.  An  assumption  Is  made  here  that  this  ratio  is  representative  of 
the  petroleum  in  its  pre-spilled  state.  The  calculated  ratios  from  IRPIMS  were  then 
compared  to  this  virgin  product  ratio.  This  was  performed  to  challenge  the  validity  of 
assumptions  used  in  the  California  LUFT  study  and  in  Stokman  and  Dime's  research:  that 
the  relationship  of  BTEX  to  TPH  remains  constant  in  soil  over  time.  The  Wilcoxin 
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Signed- Rank  Test  was  used  to  determine  if  the  ratio  of  BTEX  to  TPH  for  the  actual  field 
samples  declines  statistically  from  the  calculated  virgin  product  ratio. 

From  this  analysis,  the  researchers  provided  evidence  that  the  BTEX  components 
of  petroleum  weather  faster  than  the  longer  chained  hydrocarbons  measured  by  TPH. 
This  shows  preferential  removal  of  BTEX  over  TPH  with  time. 


To  determine  if  a  potential  for  cost  savings  would  result  if  a  BTEX  standard  was 
applied  to  all  Air  Force  petroleum  contaminated  sites,  the  researchers  compared  the 
number  of  petroleum  sites  (in  IRPIMS)  that  would  require  cleanup  under  a  BTEX  based 
standard  to  the  number  of  sites  that  would  require  cleanup  under  a  TPH  based  standard. 

To  determine  the  BTEX  and  TPH  levels  used  as  the  basis  for  categorizing  a  site  to 
be  cleaned  up,  the  researchers  chose  the  cleanup  levels  cited  most  often  by  all  fifty  states. 
These  cleanup  levels,  therefore,  represent  the  mode  of  the  cleanup  levels  currently  used  by 
the  states.  The  identified  petroleum  sites  were  then  characterized  by  level  of 
contamination.  For  example,  if  a  site  contained  at  least  one  sample  with  contamination 
above  the  mode  BTEX  cleanup  level,  it  was  assumed  to  require  cleanup.  The  same  is  true 
for  the  TPH  samples  at  the  petroleum  sites. 

From  this  characterization,  the  percentage  of  sites  requiring  cleanup  under  the 
mode  BTEX  cleanup  standard  and  the  percentage  of  sites  requiring  cleanup  under  the 
mode  TPH  cleanup  standard  was  determined.  These  percentages  are  used  to  predict  cost 
savings  potential.  Even  though  the  IRPIMS  database  does  not  contain  sample  information 
from  every  Air  Force  site,  the  researchers  consider  these  percentages  to  be  representative 
of  Air  Force  petroleum  contaminated  sites. 
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Summary 

The  methodologies  outlined  in  this  chapter  will  provide  support  for  answering  the 
research  objectives.  This  information,  in  turn,  will  provide  the  data  and  informadon 
necessary  for  the  researchers  to  make  conclusions  on  the  validity  and  effectiveness  of  the 
TPH  cleanup  standard  as  compared  to  a  non-TPH  standard  such  as  a  BTEX  standard. 
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lY.  Analysis  of  State  Standards 

This  section  provides  an  analysis  of  the  standards  used  for  cleanup  of  petroleuro 
contaminated  soUs,  as  reported  in  the  December  1992  issue  of  Soils  Magazine.  This 
analysis  (1)  examines  the  categories  of  petroleum  regulated  by  the  states,  (2)  reviews  the 
cleanup  standards  for  each  category  and  examines  the  chemical  indicates  other  than  TPH 
and  BTEX  used,  (3)  examines  the  number  of  states  which  base  their  standards  on  TPH, 
compound  specific,  or  both  TPH  and  compound  specific  cleanup  levels,  and  (4) 
characterizes  the  range  of  TPH  and  BTEX  cleanup  levels  used  by  the  states.  The 
purpose  of  this  work  is  to  characterize  the  state  standards,  from  the  results,  conclusions 
can  be  made  on  the  current  applications  of  TPH  and  compound  specific  standards. 

Categories  of  Petroleum  Regulated 

Most  states  report  petroleum  cleanup  guidelines  for  two  basic  categories  of 
petroleum  products;  gasoline  and  diesel.  Only  six  states  report  cleanup  guidelines  for 
petroleum  products  other  than  gasoline  or  diesel.  The  other  categories  of  petroleum 
include:  waste  oil,  fuel  oil,  and  crude  oil. 

Two  states  place  either  kerosene  or  jet  fuel  in  the  same  category  as  gasoline. 
Fifteen  states,  however,  categorize  other  middle  distillate  fuels  with  diesel.  These 
products  include:  heavy  oil,  weathered  gas.  Jet  fuel,  kerosene,  heating  fuel,  illuminating 
oils,  naphtha,  and  mineral  spirits.  Because  gasoline  and  diesel  are  the  two  major 
categories  of  petroleum  regulated  by  the  states,  the  following  analysis  focuses  on  these 
products. 

Gasoline  Cleanup  Requirements 

A  summary  of  recommended  cleanup  levels  for  sites  contaminated  with  gasoline  is 
provided  in  Table  3.  Several  items  on  this  table  are  worth  noting.  First,  twenty-two . 
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TABLE 3 


SUMMARY  OF  GASOLINE  CLEANUP  LEVELS  (ppm) 


ll^^l 


ToiUCDC 


Alabama 

100 

0.005 

2 

0.7 

10 

XXX 

Alaska 

50 

10 

0.1 

Arizona 

50 

0.13 

200 

68 

44 

Arkansas 

X 

100 

10 

California 

X 

10-10,000 

.3-1 

.3-50 

1-50 

1-50 

XXX 

Colorado 

100-500 

20-100 

Connecdcot  (1) 

Delaware 

X 

100 

10 

Florida 

X 

Field  SCR 

Georeia 

100-500 

20-100 

Louisiana 


Maifie 

X 

0-100 

0 

Massachusetts(l) 

Michiaan 

0.0014 

0.016 

0.0014 

0.006 

Minnesota 

X 

50-100 

40 

Mississippi 

100 

100 

Missouri 

50-500 

2 

.5-2 

1-10 

2-50 

2-50 

Montana 

100 

10 

1 

Nebraska 

X 

a 

• 

• 

Nevada 

100 

New  Hampshire 

New  Jersey 

10 

1 

1 

500 

100 

to 

New  Mexico 

100 

10 

New  York 

North  Caiolina(l) 
North  Dakou 

too 

24 

20,000 

8,000 

200,000 

Ohio 

X 

* 

« 

Oklahoma 

X 

50 

0.5 

40 

15 

200 

X 

X 

4a  130 
10 

0.01 

0.02 

0.02 

0.07 

Rhode  Island 

X 

300 

South  Carolina 

X 

« 

* 

South  Dakota 

X 

laioo 

* 

* 

Tennessee 

X 

loaiooo 

ia500 

Texas 

100 

30 

X 

3a300 

.2/1 

loaooo 

7a600 

looa  10000 

RelfiSCR 

XXX 


Vennont 


Washington 
West  Virginia 
Wisctxisin  (1) 


(l)Sundank  bang  revised 

*  IhnmelOT  Used  (Site  Specific  Qeaiup) 

(2)  Site  tpeeiilc  provuions  for  detinip 

(3)  See  Table  4  for  lift  of  compounds 
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states  report  site  specific  provisions  for  cleanup.  This  means  that  these  states  incorporate 
site  specific  factors  in  establishing  site  cleanup  requirements.  Single  asterisks  indicate  the 
chemicals  a  state  uses  in  their  cleanup  standards,  but  for  which  no  cleanup  levels  are 
established.  Second,  many  states  report  a  range  of  cleanup  values,  rather  than  a  single 
recommended  cleanup  value.  Third,  four  states  are  revising  their  standards.  Lastly,  ten 
states  have  recommended  cleanup  levels  for  specific  compounds  other  than  TPH  and 
BTEX.  TTie  compounds  used  in  addition  to  TPH  and  BTTEX  for  gasoline  are  listed  in 
Table  4. 

Table  4  shows  that,  for  the  most  part,  there  is  little  consistency  in  compounds 
other  than  BTEX  and  TPH  used  by  the  states.  Lead  and  methyl  tert-butyl  ether  (MTBE) 
are  the  only  compounds  that  occur  with  any  frequency.  Each  analysis  is  required  by  four 
states.  Halogenated  volatile  organics  (HVOs)  at.J  volatile  organic  compounds  (VOAs) 
are  included  in  this  table  because  these  analyses  differ  from  the  commonly  cited  analyses 
for  BTTEX  compounds,  used  by  other  states. 

Diesel  Cleanup  Requirements 

A  summary  of  the  cleanup  levels  used  for  diesel  by  the  states  is  reported  in 
Table  5.  A  list  of  compounds  used  in  addition  to  TPH  and  BTEX  for  regulation  of  diesel 
are  listed  in  Table  6.  This  table  reflects  that  there  is  also  little  consistency  in  chemical 
compounds  used  other  than  BTEX  and  TPH  to  indicate  diesel  contamination.  Some 
consistency  is  shown  in  the  use  of  polynuclear  aromatic  hydrocarbons  by  five  states  and 
naphthalene,  also  by  five  states. 

Basis  for  Soil  Cleanup  Standards 


Table  7  summarizes  the  basis  for  soil  cleanup  standards  used  for  gasoline  and 
diesel.  This  table  identifies  for  each  state  whether  their  standards  are  based  on  TPH, 
specific  compounds,  or  both  TPH  and  specific  compounds.  A  column  for  BTEX  is 


TABLE  4 


COMPOUNDS  OTHER  THAN  TPH/BTEX  USED  FOR  GASOLINE 


included  for  gasoline  because  several  states  have  cleanup  levels  for  BTEX  alone  (without 
TPH  or  other  specific  compounds).  On  the  other  hand,  no  states  have  BTEX  only 
standards  for  diesel. 

Table  7  shows  that  nine  states  have  cleanup  standards  based  on  TPH  alone  for 
gasoline  and  twenty-one  states  for  diesel.  This  is  significant  because  these  states  do  not 
use  any  other  compound  indicators,  including  BTEX,  for  assessing  cleanup  requirements 
for  contaminated  sites. 

Table  7  also  shows  that  five  states  have  a  cleanup  standard  based  on  BTEX  alone 
for  gasoline  and  seven  states  have  a  compound  specific  cleanup  standard,  without 
requirements  for  TPH,  for  gasoline.  Five  states  have  a  compound  specific  cleanup 
standard  for  diesel.  These  findings  are  significant  because  they  identify  that  states  use 
compound  specific  standards  for  gasoline  and  diesel. 
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TABLE  5 


Maryland 

Massachiisetts(l) 


Michigan 


Minnesota 

Mississippi 


Missouri 


Montana 

Nebraska 

Nevada 

New  Hampshire 
New  Jersey 
New  Mexico 
New  York 
North  Carolina(l) 
North  Dakota 
Ohio 

Oklahoma 

Pennsylvania 
Rhode  Island 
South  Carolina 
South  Dakota 
Tennessee 
Texas 


Vermont 


SUMMARY  OF  DffiSEL  CLEANUP  LEVELS  (ppm) 


State 

SS(2) 

TPH 

BTEX 

BcnzeDc 

Toincnc 

Ethyl  B. 

Xyleoe 

Othcr(3) 

Alabama 

Alaska 

X 

X 

X 

X 

too 

100 

S«Tlm?i«Ty!7§§^^B 

100 

100 

100-10,000 

100-500 

1000 

Georgia 

X 

100-500 

Hawaii 

Idaho 

Illinois 

Indiana 

X 

Iowa 

fCansax 

10  XXX 


0.3-1  0.3-50  1-50 


FIELD  SCR 


■Kentucky 

■Louisiana 

X 

« 

XXX 

X 

FIELD  SCR 

50 

100-1.000 


10-100 

loai.ooo 

100 

100-500 


1  500  100 


24  20,000  8,000  200,000 


0.5  40 


0.2-1  100-900  70-600  1000-10000 


(1 )  Standards  being  Revised 

CZ)  Site  Speci5c  Pravisiona  for  Cleanup 

(3)  See  Table  6  for  list  of  compounds 


'  Panmetm  Used  (Site  Specific  Qeanup) 
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TABLE  6 


COMPOUNDS  OTHER  THAN  TPH/BTEX  FOR  DIESEL 


Aromatic  Hydrocarbons 


Acenaphthene 


Anthracene 


alanthracene 


BenzoCa 


fluroanthene 


lene 


fluroanthene 


Dibenz(aji)anthracene 


1 X,  Ditaxmiomediane 


1 2-  Dichloroethane 


Fluoranthene 


Fluorene 


Haloftenated  Volatile  Orsanics 


Indeno(1.23-cd 


MTBE 


thalene 


Phenanthrene 


Pbivnuclear  Aiomatic  Hydnx:aibons 


ene 


Total  Carcinoeenic  PNAs 


Total  Non-CarcinoRenic  PNAs 


BTEX 


TPH 


Finally,  note  that  two  states  (FL,  ME)  use  field  screening  for  cleanup 
determinations.  These  states  are  significant  because  they  do  not  require  a  laboratory 
analysis  of  soil  samples  for  making  cleanup  determinations. 

Range  of  Cleanup  Levels  for  Gasoline 

Table  8  reports  an  analysis  of  the  recommended  cleanup  levels  reported  in  Soils 
magazine  for  TPH  and  BTEX  for  gasoline.  The  low,  high,  median,  and  mode  values  used 
are  reported  here.  This  information  will  be  used  in  Chapter  V  for  analysis  of  Air  Force 
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TABLE? 


BASIS  FOR  SOIL  CLEANUP  STANDARDS 


Gasotlnc 


TPH  IBTCX  Both(2)  OiheK3) 


Dicsd 


TPH  C.S.  Both 


Alabama 

Alaska 

Arizona 

Aricansas 

California 

Colorado 

Connecricut  (1) 

Elelawaie 

Florida 


Hawaii 
Idaho 
Illinois 
Indiana 
Iowa 
Kansas 
Kentticky 
Lx>uisiana 
Maine 
land 


Massachusetts  (1) 

Michigan 

Minnesota 

Mississippi 

Missouri 

Montana 

Nebraska 

Nevada 

New  Hampshire 
New  fese 


New  Mexico 
New  Yojk 
North  Carolina  (1) 
North  Dakota 
Ohio 

Oklahoma 
Oregon 
Pennsylvania 
Rhode  Island 
South  Carolina 


South  Dakota 
Tennessee 
Texas 
Utah 
Vermont 
Virginia 
Washington 
West  Virginia 
Wisconsin  (1) 
Wvom 


Total 


(1)  Standards  being  Revised 

(2)  Standards  Based  on  TPH  plus  BTEX  or  Others 

(3)  Standards  Based  on  Compounds  other  than  TPH  or  BTEX 
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TABLES 


COMPOUNDS  USED  IN  GASOLINE  STANDARDS  (ppm) 


Compound 

Low 

High 

Median 

Mode 

TPH 

0 

10,000 

100 

100 

BTEX 

1 

100 

10 

10 

Benzene 

0.0014 

24 

0.5 

1 

Ethyl  Benzene 

0.0014 

9,000 

20.5 

50 

Toluene 

0.016 

20,000 

40 

40 

Xylene 

0.006 

200,000 

32 

50 

cost  savings  if  a  BTEX  standard  where  adopted  for  cleanup  of  Air  Force  petroleum 
contaminated  sites. 

Worth  noting  is  that  Maryland  has  the  strictest  standards  for  TPH,  with 
recommended  cleanup  to  background  or  non-detectable  levels.  California  has  the  highest 
levels,  set  at  10,000  ppm  TPH.  Furthermore,  the  most  commonly  cited  cleanup  level  for 
TPH  is  100  ppm.  Seventeen  states  use  100  ppm  TPH  in  their  standards  as  a 
recommended  cleanup  level.  It  appears  that  many  states  also  use  a  multiple  of  this 
standard.  Five  states  have  recommended  cleanup  levels  of  50  ppm  TPH,  and  four  states 
have  recommended  levels  of  10  ppm  TPH. 

Conclusions 

This  chapter  characterizes  the  standards  used  for  cleanup  of  petroleum 
contaminated  soil.  From  the  information  presented  above,  one  can  clearly  see  the  wide 
variation  that  exists  in  the  cleanup  standards  used  by  the  states.  This  chapter  presents 
several  significant  findings: 
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(1)  State  standards  exist  for  two  major  categories  of  petroleum,  gasoline  and 
diesel. 

(2)  TPH  and  BTEX  are  the  predominant  indicators  used  for  measuring  the 
amount  of  petroleum  present  in  petroleum  contaminated  soil. 

(3)  Several  states  are  committed  to  the  use  of  a  compound  specific  based 
standard.  Five  states  have  a  gasoline  cleanup  standard  based  on  BTEX,  and 
seven  states  have  a  diesel  cleanup  standard  based  on  specific  compounds. 

(4)  More  states  are  committed  to  the  use  of  a  TPH  based  standard.  Nine  states 
have  a  gasoline  cleanup  standard  based  on  TPH,  and  twenty-one  states  have  a 
diesel  standard  based  on  TPH. 

(5)  States  use  chemical  indicators  other  than  BTEX  and  TPH  for  indicating  the 
presence  of  petroleum  contaminated  soil.  For  states  that  do  not  feel  comfortable 
using  a  BTEX  only  standard,  these  chemicals  provide  a  starting  point  for 
compounds  other  than  BTEX  which  might  be  considered  for  a  compound  specific 
standard. 

(6)  The  most  commonly  cited  standard  for  cleanup  of  petroleum  is  100  ppm  TPH. 
In  summary,  although  TPH  is  the  most  commonly  used  standard  for  cleanup  of 

petroleum  contaminated  soils,  this  analysis  shows  that  a  compound  specific  standard  is 
both  used  and  accepted  by  several  states. 
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V.  State  Regulator  and  Technical  Expert  Interviews 

As  discussed  in  Chapter  3,  a  sample  of  state  regulators  and  technical  experts  were 
interviewed  to  characterize  and  explain  the  current  cleanup  standards  for  soils 
contaminated  with  petroleum  hydrocarbons.  After  the  researchers  began  the  interviewing 
phase  of  this  research,  it  became  apparent  that  the  state  regulators  were  able  to  provide 
the  critical  information  needed  to  evaluate  the  use  of  TPH  as  a  cleanup  standard.  The 
researchers  found  the  regulators  to  be  the  most  knowledgeable  about  both  the  rationale 
for  the  establishment  of  petroleum  cleanup  standards,  and  about  technical  considerations 
important  in  the  development  of  a  cleanup  standard.  For  this  reason,  the  originally 
planned  methodology  was  altered  slightly  to  focus  on  interviewing  state  regulators. 

This  chapter  is  divided  into  four  sections.  The  first  two  sections  provide  a 
description  of  state  regulators  and  technical  experts  interviewed.  The  third  section  forms 
the  basis  for  this  chapter  and  reports  the  findings  from  the  state  regulator  and  expert 
interviews.  Lastly,  the  fourth  section  provides  information  obtained  from  questions 
which  were  posed  to  the  expens  and  not  asked  of  the  state  regulators. 


State  Regulator  Interviews 

Regulators  from  twenty-five  percent  of  the  states  were  interviewed.  A  list  of 
these  regulators  is  provided  in  Table  9.  The  abbreviation  of  the  state  each  regulator 
represents  will  be  used  to  identify  the  regulator  who  provided  information  during  the 
survey. 

Changes  to  Regulator  Survey  Questionnaire  After  completing  six  interviews,  the 
researchers  changed  the  original  survey  questionnaire  to  incorporate  better  and  more 
specific  questions.  Questions  were  added  to  determine  (1)  whether  states  have  flexible 
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cleanup  standards,  (2)  whether  TPH  levels  are  considered  in  assessing  risk,  (3)  how  jet 
fuel  contaminated  soil  is  regulated,  and  (4)  whether  states  used  the  California  LUFT 


TABLE  9 

STATE  REGULATORS  INTERVIEWED 


Slate 

Abbreviation 

Name 

Telqthone 

Delaware 

DE 

Pat  Ellis 

(302)  323^588 

Dlinois 

E, 

Tom  Homshaw 

(217)  782-6762 

Kentudcy 

KY 

Doyle  Mills 

(502)  564-6716 

North  Dakota 

ND 

Mark  Mittelsteadt/Martin  Schock/ 

Gary  Bcrreth 

(701)221-5166 

New  Mexico 

NM 

Keith  Fox 

(505)841-9478 

New  York 

NY 

Frank  Peduto 

(518)457-9412 

Pennsylvania 

PA 

Doug  Cordelli 

(717)657-M)80 

Rhode  bland 

RI 

Michael  Mulhare 

(401)  277-2234 

Texas 

TX 

Chris  Chandler 

(512)  908-2245 

Virginia 

VI 

Dave  Chance 

(804)  527-5188 

Washington 

WA 

Lynn  Coleman 

(206)438-3073 

Wisconsin 

WI 

Laurie  Egre 

(608)267-7560 

Wyoming 

WY 

LeRoy  Feusner/ 

Shawn  Sullivan 

(305)777-7096 

manual  or  New  Jersey's  Stokman  and  Dime  research  in  establishing  their  cleanup 
standards. 

The  phrasing  of  several  questions  was  also  changed  in  order  to  elicit  more  in- 
depth  responses.  Phrases  such  as  "why  or  why  not?"  and  "if  so,  when?"  were  added  to 
several  questions.  Finally,  the  researchers  found  that  several  questions  did  not  provide 
any  useful  information.  These  questions  were  deleted  from  the  questionnaire. 

After  the  questionnaire  was  revised,  the  researchers  re-contacted  the  regulators 


initially  interviewed  to  obtain  their  responses  to  added  questions. 


Four  technical  experts  in  the  area  of  petroleum  contaminated  soil  were 
interviewed.  Three  experts  are  members  of  the  Council  for  the  Health  and  Environmental 
Safety  of  Soils  (CHESS),  and  one  expert  is  a  member  of  tne  United  States  Air  Force. 
These  individuals  were  interviewed  because  the  researchers  believed  that  their  technical 
opinions  might  add  a  different  perspective  to  questions  asked  of  the  state  regulators.  All 
four  are  well  known  in  the  field  of  petroleum  contaminated  soil,  and  several  have 
published  journal  articles  or  oooks  in  this  area.  These  experts  are  listed  in  Table  10. 


TABLE  10 

TECHNICAL  EXPERTS  INTERVIEWED 


Name 

Position 

Telephone 

Dr.  Bruce  Bauman 

Senior  Environmental  Scientist 

American  Petroleum  Institute  (API) 

(202)  682-8000 

Dr.  Paul  Kostecki 

Research  Associate  Professor 

University  of  Massachusetts  at  Amherst 
Managing  Director  for  CHESS 

(413)  545-4610 

Lt  Col  Ross  Miller,  Ph.D. 

Chief,  Technology  Transfer  Division 

Air  Force  Center  for  Environmental 
Excellence  (AFCEE) 

(210)  536-4331 

Dr.  Thomas  Potter 

Director  of  the  Mass  Spectrometry  Facility 
(UMASS  at  Amherst) 

(413)  545-3505 

Interview  Findings  and  Discussion. 


Information  gathered  during  the  interviews  with  state  regulators  and  technical 
experts  is  summarized  and  discussed  below.  Note  that  questions  about  specific  standards 


used  by  each  state  were  not  asked  of  the  technical  experts.  Additional  technical 
questions  posed  to  the  expem  are  reported  in  the  section  which  follows. 

Title  and  Agency  of  Interviewees.  The  name  of  each  regulator  was  obtained  from 
the  Soils  magazine  survey.  If  the  regulator  listed  in  the  survey  was  not  available,  another 
regulator  in  the  agency  was  contacted.  All  individuals  interviewed  work  for  agencies 
responsible  for  cleanup  of  petroleum  contaminated  soil,  and  are  completely 
knowledgeable  with  their  states  standards.  Some  of  the  agencies  include:  Water 
Commission,  Department  for  Environmental  Protection,  State  Environmental  FYotection 
Agency,  Department  for  Environmental  Resources,  Department  for  Environmental 
Conservation,  and  Underground  Storage  Tank  Bureau.  The  regulators  interviewed  had 
various  technical  backgrounds  and  several  of  the  regulators  interviewed  were  directly 
involved  in  establishing  their  state's  soil  cleanup  standards  (;IL,  PA,  NM,  WA). 

Action  Levels  versus  Cleanup  Levels.  Generally,  the  regulators  reported  that 
action  levels  are  those  levels  of  contamination  that  would  prompt  further  investigation  if 
exceeded.  Several  states  (TX,  IL,  NY,  NM)  noted  that  any  release  of  contamination 
requires  notification  and  possible  site  investigation.  Many  regulators  report  that  cleanup 
levels,  on  the  other  hand,  are  those  levels  at  which  a  site  would  require  no  further  action 
in  the  form  of  cleanup,  removal,  or  monitoring.  Because  no  further  action  is  required  if 
the  set  "cleanup  level  "  is  attained,  the  cleanup  level  in  most  states  is  same  as  the  action 
level  (KY,  DE,  VA,  WY,  WI,  ND). 

Flexibility  in  State  Qeanup  Levels.  State  regulators  were  asked  to  report  if  their 
cleanup  levels  are  flexible.  This  question  was  asked  to  determine  if  a  state  requires 
cleanup  to  a  "strict"  TPH  or  compound  specific  standard,  or  whether  the  standards  are 
cleanup  goals  or  recommendations.  The  1992  Soils  magazine  survey,  used  as  a  baseline 
for  this  research,  reported  recommended  cleanup  levels  for  each  .state,  but  did  not  clarify 
whether  these  levels  are  enforced  as  strict  cleanup  criteria. 
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All  regulators  interviewed  report  their  state  has  provisions  for  flexibility  in  the 
levels  of  petroleum  contaminated  soil  which  may  be  left  in  place  without  cleanup.  In 
addition,  every  state  reports  that  defined  criteria  must  be  met  in  order  to  leave 
contamination  which  exceeds  their  recommended  cleanup  levels  in  the  ground.  The 
criteria  reported  can  be  divided  into  two  categories:  (1)  meeting  state  defined,  site 
specific  criteria,  and  (2)  conducting  a  site  specific  risk  assessment  to  show  no  risk  to 
human  health  or  the  environment. 

Several  states  report  site  specific  cleanup  provisions  for  which  they  will  allow 
contamination  above  recommended  cleanup  levels  to  be  left  in  place.  The  provisions  vary 
ft'om  state  to  state  and  the  criteria  used  to  make  the  determinations  vary  well. 

Although  approximating  a  risk  assessment,  several  regulators  note  that  their  state  defined 
criteria  is  different  from  r  full  risk  assessment.  ND  is  one  example.  In  ND,  cleanup 
decisions  are  made  based  on: 

(1)  location  of  site  in  relation  to  surrounding  population, 

(2)  presence  of  free  product, 

(3)  presence  and  proximity  of  municipal  utilities, 

(4)  potential  for  migration  of  vapors, 

(5)  hydrogeology  of  the  site  and  groundwater  use, 

(6)  the  use  and  location  of  wells  potentially  affected  by  the 
release,  and 

(7)  future  site  use. 

Similarly,  WY  uses  site  specific  data  and  a  fate  and  transport  model  to  make  cleanup 
determinations.  Although  similar  to  a  risk  assessment,  WY  states  that  their  approach 
does  not  require  a  risk  assessment  "the  way  most  people  think  of  a  risk  assessment." 

Other  states  report  that  their  standards  are  flexible  if  cleanup  is  impractical  to 
conduct.  IL,  for  example,  states  that  their  risk  management  group  can  "accept  as  no 
further  cleanup  required"  sites  where  cleanup  (1)  would  damage  buildings  or  utility  lines, 
(2)  is  too  costly,  or  (3)  is  physically  not  possible  because  of  technology  or  excavation 
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requirements.  WI  also  reports  that  they  have  the  discretion  to  not  require  cleanup  where 
contamination  is  impossible  to  remove. 

New  Mexico  is  an  example  of  a  state  that  has  well  defined  criteria  for  site 
cleanup.  Any  underlying  groundwater  containing  10,000  ppm  total  dissolved  solids 
(TDS)  is  considered  non  potable.  Petroleum  contaminated  sites  lying  above  such 
acquifers  do  not  require  cleanup.  In  addition,  all  sites  where  the  interval  between 
contaminated  soil  and  groundwater  is  fifty  feet  or  greater  do  not  require  cleanup. 

Rhode  Island  has  provisions  for  flexibility  which  may  drive  cleanups  based  on 
ntm-risk  factors.  RI  considers  land  usage  and  aesthetic  factors  in  establishing  cleanup 
level.  RI  believes  that  odor  problems  will  be  eliminated  if  TPH  is  remediated  to  levels 
less  than  50  ppm .  According  to  RI,  a  risk  assessment  will  not  address  the  "aesthetics", 
which  is  a  factor  when  land  usage  comes  into  play.  Although  RI  states  they  are  flexible 
on  their  cleanup  levels,  it  appears  that  the  state  relies  very  heavily  on  TPH  levels  in  soil. 
Subsequently,  actual  flexibility  allowed  by  the  state  appears  to  be  limited. 

A  second  type  of  criteria  mentioned  for  allowing  flexibility  in  cleanup  levels  is 
provisions  for  risk  assessments  to  justify  the  amount  of  contamination  that  may  be  left  in 
soils.  Half  of  the  states  noted  that  they  have  criteria  for  flexibility  based  on  a  site  specific 
risk  assessment  (KY,  DE,  VA,  WY,  IL,  PA),  Associated  with  assessing  nsk,  several 
states  (IL,  PA,  NM,  NY,  WA)  state  that  a  responsible  party  must  show  that  the  levels  of 
contamination  left  at  a  site  will  not  cause  degradation  of  groundwater.  Examples  of 
criteria  used  to  determine  potential  for  groundwater  degradation  include:  depth  to 
groundwater,  distance  to  downgradient  drinking  water  wells,  and  type  of  aquifer  below  a 
site  (NY). 

The  fact  that  all  regulators  report  flexibility  in  their  cleanup  requirements  is 
significant  because  it  shows  that  states  may  approve  different  types  and  levels  of 
contamination  which  may  be  left  in  the  soil.  Although  all  states  report  this  flexibility, 
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however,  it  is  not  clear  to  what  extent  the  states  actually  allow  or  use  flexibility 
provisions. 

Texas  is  an  example  of  a  state  that  has  provisions  in  their  soil  cleanup  regulations 
for  flexibility,  but  in  practice,  required  cleanup  to  a  non-flexible  standard.  In  the  past,  TX 
regulators  "pretty  much"  required  any  TPH  in  the  ground  to  be  cleaned  up. 

Use  of  Risk  Assessments  for  Cleanup.  This  question  was  asked  to  obtain  an 
understanding  of  (1)  whether  a  state  requires  a  risk  assessment  for  site  closure,  and 

(2)  whether  a  state  ali^  _ csponsible  party  to  conduct  a  risk  assessment  to  support  a 

site  closure  decision.  The  interviewees  responses  indicate  that:  (1)  two  states  require 
risk  assessments,  (2)  all  states  allow  risk  assessments,  (3)  some  states  do  not  often  use 
risk  assessments  and  (4)  three  states  are  moving  toward  a  more  risk  based  approach  for 
regulation. 

Of  the  states  surveyed,  two  states  indicate  that  they  require  a  risk  assessment 
before  the  stale  will  allow  no  further  action  at  a  petroleum  contaminated  site  (DE,VA). 
DE  requires  a  risk  based,  site  specific  investigation  at  all  sites  where  measured  levels  of 
petroleum  exceed  the  state’s  action  levels.  The  results  of  investigations  are  reviewed  by 
the  state,  and  the  state  then  determines  if  cleanup  is  required.  Similarly,  VA  requires  a 
site  characterization  repeat  (SCR)  for  all  sites  with  a  confirmed  release  of  petroleum  or 
with  TPH  concentrations  above  100  ppm.  The  SCR  must  contain  a  risk  assessment  with 
technical  recommendations  for  an  appropriate  endpoint  for  cleanup,  based  on  risk. 

Although  only  DE  and  VA  report  that  a  risk  assessment  is  required  prior  to  site 
closure,  every  state  interviewed  allows  a  risk  assessment  to  support  site  cleanup 
decisions.  From  the  responses,  one  state  could  be  classified  as  "encouraging"  the  use  of 
risk  assessments  (TX),  while  others  could  be  classified  as  not  encouraging  their  use 
(WI,  NY). 
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Texas  is  revising  their  soil  cleanup  regulations.  In  the  future,  risk  assessments 
will  likely  be  conducted  Fot  cleanup  of  all  petroleum  contaminated  sites.  WI,  on  the  other 
hand,  discourages  risk  assessments.  WI  reports  that  a  policy  of  conducting  risk 
assessments  at  every  site  is  unrealistic.  Furthermore:  (1)  risk  assessments  create  an 
excess  financial  burtkn,  (2)  the  state  does  not  have  confidence  in  the  results  of  a  risk 
assessment,  and  (3)  the  state  does  not  have  the  manpower  to  oversee  them. 

New  York  also  discourages  risk  assessments.  NY  expects  responsible  parties  to 
clean  up  a  contaminated  site  as  much  as  possible  before  a  risk  assessment  is  performed. 
The  state  will  only  accept  a  risk  assessment  to  justify  leaving  levels  of  contamination 
exceeding  NY's  recommended  cleanup  levels  after  cleanup  action  has  been  taken.  NY 
believes  that  risk  assessments  are  often  conducted  by  responsible  parties  to  avoid  costly 
cleanups.  Furthermore,  private  industry  encourages  the  opposite  approach,  whereby  risk 
assessments  are  conducted  first  to  establish  a  target  cleanup  value.  Sites  are  then  cleaned 
up  to  this  value.  NY  questions  this  approach;  "if  a  responsible  party'  can  clean  a  site  to 
cleaner  levels,  why  should  they  stop  at  a  risk  based  level?"  According  to  NY,  cleanup 
levels  established  by  conducting  risk  assessments  are,  in  almost  all  cases,  less  stringent 
than  established  cleanup  levels. 

Finally,  it  is  significant  to  note  that  three  states  have  or  are  changing  their  concept 
of  using  risk  assessments.  As  mentioned  above,  TX  is  changing  their  state  regulations, 
and  believes  that  a  risk  assessment  will  be  performed  for  cleanup  of  most  petroleum 
contaminated  sites.  Although  NY  currently  discourages  risk  assessments,  the  state  is 
beginning  to  look  at  risk  assessments  and  the  regulator  interviewed  believes  that  they  will 
be  more  common  in  the  future.  Finally,  PA  reports  that  in  the  past  the  state  did  not  allow 
risk  assessments  because  they  were  used  improperly.  According  to  PA,  responsible 
parties  would  conduct  risk  assessments  in  order  to  justify  leaving  contamination  in  place, 
as  opposed  to  cleaning  a  site  to  the  lowest  levels  that  can  be  met.  PA,  however,  now 
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allows  risk  assessments  to  justify  cleanup  determinations.  The  change  in  the  attitude 
reflected  by  these  states  is  a  possible  indication  of  a  trend  away  from  strict,  non  flexible, 
cleanup  levels  and  towards  more  common  use  of  site  specific  risk  assessments. 

It  is  significant  that  all  of  the  states  interviewed  have  some  type  of  provisions  to 
accept  risk  assessments  to  justify  site  cleanup  decision.  This  type  of  flexibility  is 
important  because  it  provides  a  mechanism  for  justifying  use  of  specific  compound 
indicators  to  make  cleanup  determinations,  as  qjposed  to  using  TPH.  In  addition,  these 
provisions  provide  a  legal  mechanism  for  deviating  from  cleanup  requirements  br<:ed  on 
TPH,  and  instead  justifying  use  of  a  standard  based  on  compound  specific  indicators. 

Use  of  TPH  for  Assessing  Risk.  Regulators  were  asked  to  report  if  their  state 
considers  TPH  levels  in  assessing  risk  when  a  risk  assessment  is  used  for  making  cleanup 
determinations.  This  question  was  asked  to  determine  if  TPH  would  drive  cleanup  at 
sites  where  risk  based  chemicals  either  did  not  exist,  existed  under  state  recommended 
cleanup  levels,  or  existed  at  levels  which  would  not  present  risk.  The  goal  of  this 
question  was  to  determine  whether  states  use  TPH  analysis  for  assessing  risk,  and  if  so, 
why. 

Of  the  states  interviewed,  seven  regulators  report  that  TPH  levels  are  considered 
when  assessing  risk.  Six  regulators  report  that  TPH  is  not  considered.  These  states  are 
identified  in  Table  1 1. 

Of  the  seven  states  that  report  using  TPH  for  assessing  risk,  six  states  consider 
TPH  levels  for  assessing  risk  associated  with  both  gasoline  and  heavy  fuel  sites.  One 
state  (NM)  specified  that  TPH  levels  are  considered  for  sites  contaminated  with  diesel 
only.  PA  offered  the  following  rationale  for  using  TPH  to  assess  risk:  TPH  is  used  to 
ensure  all  risk  based  compounds  are  removed  from  a  site  because  cleanup  values  have  not 
been  established  for  any  other  compound  other  than  BTEX  and  TPH. 
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TABLE  11 


STATES  WHICH  REPORT  USE  OF  TPH  FOR  ASSESSING  RISK 


State 

Use  TPH 

Delaware 

X 

Illinois 

Kentucky 

North  Dakota 

X 

New  Mexico 

X 

New  York 

Pouisylvania 

X 

Rhode  Island 

X 

Texas 

Virginia 

Washington 

X 

Wisconsin 

X 

Wyoming 

Six  states  that  use  TPH  to  assess  risk  have  either  gasoline  or  diesel  cleanup 
standards  based  on  TPH  only  (DE,  ND,  NM,  RI,  WA,  WI).  Since  analysis  is  not 
required  for  specific  compounds  under  a  TPH  standard,  it  appears  that  in  some  cases  a 
state  may  use  TPH  for  making  risk  based  determinations  because  TPH  is  the  only  analysis 
required.  Similarly,  four  states  that  do  not  use  TPH  analysis  for  assessing  risk  have 
cleanup  standards  based  on  specific  compounds  only  (KY,  DL,  NY,  NM). 

The  responses  to  this  question  are  significant  because  they  provide  an  indication 
about  the  flexibility  states  might  have  in  the  use  of  TPH  for  making  site  cleanup 
determinations.  The  existence  of  six  states  that  do  not  consider  TPH  levels  in  evaluating 
risk  at  a  petroleum  contaminated  site  supports  an  argument  that  TPH  is  not  appropriate 
for  evaluating  risk.  The  fact  that  seven  states  use  TPH  for  assessing  risk,  however, 
supports  an  opposing  argument  that  TPH  can  be  used  to  assess  risk  associated  with  a 


petroleum  contaminated  site.  This  finding  is  significant,  because  it  indicates  that  many 
states  might  suppcHt  the  use  of  TPH  and  reject  a  compound  specific  only  standard.  DE, 
is  an  example.  DE  reports  that  the  state  would  not  feel  comfortable  using  a  compound 
specific  standard,  without  analysis  for  TPH,  because  of  the  other  hydrocarbons  which 
might  be  left  in  the  soil. 

Regulation  of  Jet  Fuel  Contaminated  Soil.  Regulators  were  asked  to  report  how 
jet  fuel  is  regulated  in  their  state.  This  question  was  asked  because  standards  for  jet  fuel 
are  not  reported  in  exisung  literature.  Furthermore,  this  information  is  required  for  an 
understanding  of  the  regulatory  requirements  the  Air  Force  must  meet  in  cleaning  up  their 
sites. 

Analysis  of  the  responses  shows  a  wide  variance  in  the  category  of  fuel  in  which 
each  state  places  jet  fuel.  This  variance  reflects  the  wide  differences  in  how  petroleum 
cleanup  standards  vary  from  state  to  state.  Jet  fuel  is  characterized  in  the  following  five 
categories: 

(1)  As  gasoline  (DE,  KY,  PA,  WA) 

(2)  As  diesel  or  a  middle  distillate  fuel  (VA,  WI,  RI) 

(3)  As  a  fuel  oU  or  heavy  fuel  (NM,  NY,  WY) 

(4)  General  -  state  has  no  separate  guidelines  for  different  petroleum  products 
(ND,  TX) 

(5)  Compound  specific  analysis  used  (BL) 

Figure  1  shows  a  distribution  of  the  categories  in  which  regulators  place  jet  fuel  for  soil 
cleanup. 

Five  different  approaches  for  regulating  jet  fuel  in  thirteen  states  clearly  illustrates 
the  differences  in  how  individual  states  approach  regulation  of  petroleum  contaminated 
sods.  These  results  may  have  negative  implications  for  the  Air  Force  because  of  the 
difficulty  it  could  CTeate  in  developing  a  standardized  Air  Force  approach  for  remediating 
jet  fuel  contaminated  sites. 
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Regulation  of  Jet  Fuel 
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Plans  to  Change  State  Standards.  State  regulators  were  asked  to  report  if  their 
state  has  plans  to  change  their  soil  cleanup  standards  and,  if  so,  to  describe  any  proposed 
changes.  This  question  was  asked  to  determine  general  trends  in  soil  regulation.  Of  the 
thirteen  states  interviewed,  four  states  report  plans  to  change  their  soil  cleanup  standards 
(TX,  WY,  WI,  NY).  In  addition,  one  state  reports  that  they  are  currently  evaluating  their 
standards  for  change  (WA).  A  significant  finding  is  that  these  states  are  all  moving 
towards  incorporating  into  their  soil  regulations  either  (1)  compound  specific  cleanup 
requirements  or  (2)  a  risk  based  approach. 

Again,  TX  is  moving  from  strict  cleanup  levels  to  a  risk  based  approach  for 
cleanup.  In  the  future,  TX  will  look  solely  at  the  risk  to  public  health  because  of  the 
significant  savings  which  will  result  in  cleanup  costs.  TX  provides  a  sound  rationale  for  a 
risk  based  approach: 
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Low  cleanup  levels  are  the  most  conservative  and  are  the  safest,  but  are  also  the 
most  expensive.  What  TX  is  doing  is  cutting  the  expense  to  the  bare  minimum 
necessary  to  protect  public  health  and  safety.  This  will  mean  that  contaminants 
will  be  left  in  the  ground.  The  health  and  safety  risks,  however,  will  be  taken  care 
of  to  where  the  risk  is  an  acceptable  risk. 

In  the  past,  WY  relied  on  TPH  analysis  for  making  cleanup  determinations.  The 
state  is  now,  however,  nwving  towards  a  compound  specific  standard  with  a  risk  based 
approach  for  making  site  cleanup  determinations.  WY  states  that  in  their  proposed 
guidance,  specific  compounds  will  be  used  for  assessing  risk,  and  a  compound  specific 
calculation  method  based  on  groundwater  and  health  considerations  will  be  used  ^o 
evaluate  risk. 

WA  and  WI  are  other  states  that  are  moving  towards  compound  specific 
standards  or  a  more  risk  based  approach.  WA  is  currently  attempting  to  determine  the 
best  methods  for  perfv-.ming  risk  assessments.  WI  is  in  the  process  of  establishing 
cleanup  levels  for  specific  compounds.  TPH  will  be  used  for  screening  in  WI’s  future 
standard,  but  a  compound  specific  standard,  which  will  include  BTEX,  will  be  used  for 
cleanup. 

Basis  for  State  Cleanup  Standards.  State  regulators  were  asked  to  explain  the 
basis  for  their  state's  cleanup  standards.  This  question  was  asked  to  characterize  the 
rationale  behind  the  development  of  the  soil  cleanup  standards  and  to  identify 
considerations  important  in  selecting  indicators  of  petroleum  contamination. 

The  responses  were  varied.  Some  regulators  list  several  factors  considered  or 
used  in  the  development  of  their  standards,  while  other  regulators  report  only  one  criteria 
or  basis.  The  basis  reported  by  the  states  can  be  grouped  into  the  following  categories: 
(1)  standards  established  based  on  risk  criteria,  (2)  standards  established  based  on  another 
state's  approach  and/or  from  a  review  of  the  literature,  and  (3)  standards  established 
based  upon  an  extension  of  a  technical  basis  (i.e.,  laboratory  detection  limits  or  a  multiple 
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of  groundwater  standards).  Table  12  provides  a  breakdown  of  the  basis  reported  by  each 
state. 

TABLE  12 

REPORTED  BASIS  FOR  STATE  STANDARDS 


The  most  frequent  basis  reported  is  that  standards  were  established  based  on  risk 
criteria.  The  following  is  a  list  of  responses  which  can  be  grouped  into  this  category: 

(1)  standards  established  for  protection  of  groundwater, 

(2)  protection  of  human  health, 

(3)  based  on  risk  assessments,  and 

(4)  developed  using  modeling. 

Of  these  responses,  protection  of  groundwater  is  the  most  frequent  response  (reported  by 
seven  interviewees). 

The  second  most  frequently  reported  basis  is  soil  cleanup  standards  were 
developed  based  on  another  states  approach  or  developed  using  information  contained  in 
the  literature.  Six  of  the  thirteen  states  report  this  as  the  basis  for  their  state’s  cleanup 
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standards.  The  researchers  asked  each  regulator  specifically  if  their  soil  cleanup 
standards  are  based  on  the  California  Leaking  Underground  Fuel  Tank  (LUFT)  manual  or 
New  Jersey's  Stokman  and  Dime  research.  Four  states  report  that  their  standards  are  tied 
to  Stokman  and  Dime's  research  (DE,  VA,  WA,  WY),  and  one  state  (TX)  repons  that 
their  standards  are  based  on  the  California  LUFT  manual.  This  question  was  also  asked 
of  the  technical  experts  interviewed.  Of  the  four  experts  surveyed,  two  state  that  the  use 
of  TPH  as  a  cleanup  criteria  was  derived  from  the  California  LUFT  manual  (Miller  and 
Bauman)  and  two  attri:"‘  '  standard  to  Stokman  and  Dime's  research  (Potter  and 
Kostecki).  References  to  the  California  LUFT  manual  and  Stokman  and  Dime's  research 
are  important  and  should  be  considered  in  the  evaluation  of  the  use  of  the  100  ppm  TPH 
cleanup  standard. 

Lastly,  four  states  report  that  their  standards  are  based  on  laboratory  detection 
limits  (KY,  PA,  WI)  or  a  multiple  of  their  state’s  groundwater  standards  (IL).  It  is  also 
interesting  to  note  that  two  states  report  that  there  is  no  technical  basis  in  the  numbers 
used  for  their  standards,  other  than  that  their  cleanup  approach  is  based  on  best 
professional  judgment  (WA,  WI). 

Advantages  of  a  TPH  Cleanup  Standard.  All  state  regulators  and  experts 
interviewed  were  asked  to  provide  their  technical  opinion  on  advantages  and 
disadvantages  of  both  a  TPH  cleanup  standard  and  a  compound  specific  cleanup 
standard.  Although  information  exists  in  the  literature  on  this  subject,  the  researchers 
posed  this  question  to  (1)  obtain  and  characterize  regulatory  opinions  which  could 
influence  how  individual  state  regulators  regulate  cleanup  in  their  state,  (2)  compare  the 
application  of  a  TPH  cleanup  standard  against  a  compound  specific  standard,  and  (3) 
obtain  information  not  available  in  the  literature. 

Most  of  the  information  presented  below  was  provided  by  interviewees  in 
response  to  questions  posed  to  them  on  this  subject.  Many  interviewees,  however. 
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reported  benefits  and  drawbacks  of  one  standard  or  the  other  at  other  times  during  the 
interviews.  The  researchers  took  the  liberty  of  incorporating  these  responses  into  the 
appropriate  section  below. 

Responses  provided  for  advantages  of  a  TPH  cleanup  standard  can  be  grouped 
into  categories  and  ranked  by  order  of  frequency.  The  most  common  responses  are:  (1) 
the  TPH  method  is  inexpensive,  (2)  the  method  is  simple  and  easy  to  perform,  (3)  a  TPH 
standard  is  a  good  target  level  to  eliminate  risk,  and  (4)  TPH  is  a  good  indicator  of 
contamination  Other  categories  include:  (5)  TPH  may  indicate  the  presence  of  mobile 
compounds,  (6)  TPH  reports  a  wide  range  of  contaminants,  and  (7)  TPH  is  good  from  a 
public  perception  standpoint.  Table  13  summarizes  the  responses  provided  by  each 
interviewee. 

TABLE  13 

ADVANTAGES  OF  A  TPH  STANDARD 


State  Regulators  Expeits 

AdvanUges 

iragiraiairaiairararaiMiiMiMEairaTMiTM 

Inexpensive 

■QIHHHBBHIlHHEIliyiaBH 

Simple  method 

-  Quick 

BBBBBBBBBBBBBBBBB 

BBBBBBBBBBBBBBBBB 

Good  Indicator  of  Contaminautm 

-  Good  target  to  eliminate  risk 

BBBBBBBBBBBBBBBBB 

-  Reports  Wide  Range  of  Contaminaies 

BBBBBBBBBBBBBBBBB 

May  indicate  mobile  contaminants 

BBBBBBBBBBBBBBBBB 

Public  Percqition 

BBBBBBBBBBBBBBBBB 

May  indicate  Contamination  Elsewhere 

Aesihetics^Odon  will  be  Removed 
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Nine  interviewees  report  low  cost  as  an  advantage  of  the  TPH  standard.  The 
method  is  cheaper  than  methods  used  to  identify  levels  of  specific  compounds,  and 
provides  a  low  cost  indication  of  what  might  be  in  the  soil  (WY).  In  one  state, 
investigation  and  cleanup  of  a  site  using  TPH  is  perceived  by  responsible  parties  to  be 
less  expensive  then  attempting  to  justify  higher  levels  through  a  compound  specific 
investigation  and  risk  assessment.  PA  reports  that  although  the  state  has  an  allowance 
for  risk  assessments,  through  which  responsible  parties  can  avoid  the  100  ppm  TPH 
cleanup  standard,  "people  Just  do  not  want  to  put  the  money  into  it."  Responsible  parties 
are  complying  with  the  state's  100  ppm  TPH  standard  rather  than  performing  risk 
assessments  to  justify  leaving  higher  levels  of  TPH  in  the  soil. 

Eight  interviewees  report  that  the  TPH  method  is  simple  and  easy  to  perform. 
Eight  interviewees  also  r-port  that  TPH  is  useful  as  a  target  to  eliminate  risk.  Several 
interviewees  expressed  that  if  a  petroleum  ccmtaminated  site  is  cleaned  up  to  100  ppm 
TPH  level  then  most,  if  not  all,  health  hazards  associated  with  the  site  will  be  removed. 
For  instance,  according  to  WY:  "if  a  site  can  meet  the  TPH  criteria  (50  to  1(X)  ppm 
depending  on  the  location  of  groundwater),  we  hypothesize  that  it  [contamination  left  at 
the  site]  will  be  well  within  the  criteria  of  any  BTEX  concentration."  Potter  supports  this 
viewpoint  and  believes  that  the  TPH  standard  may  even  be  more  conservative  than 
compound  specific  standard. 

Eight  individuals  state  that  an  advantage  of  using  TPH  is  that  it  is  a  good 
indicator  of  contamination.  Several  interviewees  indicate  they  are  comfortable  with  using 
TPH  as  a  standard  for  the  heavier  petroleum  products  because  they  believe  the  analysis 
provides  a  good  representation  of  what  is  in  the  ground.  Some  states  also  note  that  use 
of  TPH  for  petroleum  products  other  than  gasoline  is  appropriate  because  indicator 
compounds  have  not  been  adequately  estaNished  for  those  products.  According  to  NM, 
"TPH  is  good  for  different  mixtures  such  as  waste  oil,  kerosene,  and  diesel  that  do  not 
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have  target  compounds  such  as  BTEX."  DE  reports  "with  heating  oils  and  diesel,  TPH 
analysis  represents  close  to  100%  of  what  is  in  those  fuels." 

Another  reported  advantage  of  a  TPH  standard  is  that  a  TPH  analysis  measures  a 
wide  range  of  compounds.  Five  interviewees  perceive  the  TPH  standard  to  be  beneficial 
because  it  represents  most  of  the  hydrocarbons  in  petroleum.  ND  notes,  for  instance, 
that  TPH  provides  information  on  the  entire  range  of  petroleum  compounds,  as  opposed 
to  just  BTEX.  This  advantage  is  closely  associated  with  one  of  the  most  commonly 
stated  disadvantages  of  a  compound  specific  standard:  that  a  compound  specific  standard 
requires  measurement  of  only  a  few  chemical  compounds,  and  that  not  enough  is  known 
about  petroleum  to  ignore  all  but  a  few  indicator  compounds  (WA).  This  and  other 
disadvantages  associated  with  a  compound  specific  stanuard  is  discussed  in  the  next 
section. 

When  asked  to  comment  on  whether  TPH  could  be  used  to  indicate  the  mobility 
potential  of  contamination  in  the  soil,  the  responses  were  divided.  Some  interviewees 
state  that  TPH  analysis  can  be  used  to  indicate  the  presence  of  mobile  compounds,  while 
others  state  that  it  can  not.  Bauman  provides  insight  into  why  different  viewpoints  exist. 
According  to  Bauman,  method  E418.1  does  not  give  any  real  indication  of  mobility  or 
leaching  potential  of  petroleum.  This  is  because  the  method  does  not  distinguish  between 
the  different  hydrocarbons  that  make  up  petroleum.  Bauman  states,  however,  that  if  a 
gas  chromatograph  method  (8015,  8020,  etc.)  is  performed  and  a  boiling  point 
distribution  is  recorded,  a  TPH  analysis  may  provide  some  indication  of  mobility  and/or 
leaching  potential  of  the  contamination.  A  general  inference  can  be  made  based  on  the 
distribution  of  the  hydrocarbons  reported. 

The  use  of  TPH  to  obtain  an  indication  of  the  presence  of  mobile  compounds, 
therefore,  appears  to  depend  on  the  analytical  protocol  used.  According  to  WA,  WA’s 
analytical  protocols  assess  specific  fractions  of  TPH,  and  the  lighter  fractions  are 
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considered  more  mobile  than  the  heavier  fractions.  Although  some  interviewees  report 
that  a  general  indication  of  mobility  may  be  determined  from  a  TPH  analysis,  however, 
others  report  that  the  information  TPH  provides  on  mobility  potential  is  limited  or 
nonexistent.  According  to  WI,  "TPH  does  not  give  you  enough  information  to  model 
contaminant  movement  or  migration  to  a  potential  receptor.” 

Three  interviewees  state  that  another  advantage  of  TPH  is  that  the  method  is  welt 
viewed  by  the  public.  PA,  for  instance,  says  that  TPH  "gives  people  a  warm  and  fuzzy 
feeling  that  they  know  what  is  going  on."  According  to  Potter,  "people  know  what  it  is 
and  people  believe  that  it  takes  a  broad  cut  at  the  chemicals  that  are  present  [at  a 
petroleum  contaminated  site]". 

Two  other  interviewees  state  that  use  of  TPH  may  be  beneficial  because  it  can 
indicate  the  presence  of  contamination  elsewhere  at  a  site.  In  fact,  DE  requires  TPH 
analysis  because  the  state  believes  TPH  can  indicate  risk  based  compounds  (BTEX) 
which  may  not  be  detected  in  initial  samples  taken  at  a  site.  DE  provides  an  example  of  a 
site  investigation  where  TPH  was  detected  in  soil  with  very  low  levels  of  BTEX. 

Because  TPH  levels  exceeded  DE's  established  standard,  the  state  required  additional 
investigation  at  the  site.  Upon  further  investigation,  high  levels  of  BTEX  were  found 
which  would  not  have  been  discovered  if  only  a  compound  specific  standard  had  been 
used. 

Miller  explains  that  the  use  of  TPH  to  indicate  the  presence  of  contamination 
elsewhere  at  a  site  was  the  reason  the  TPH  standard  was  developed.  TPH  is  a  useful 
indicator  of  petroleum  contamination  and  can  be  used  to  indicate  the  presence  of  BTEX 
at  a  site.  Miller  cautions,  however,  that  TPH  should  not  be  used  as  a  strict  cleanup 
standard.  If  soil  at  a  site  is  sampled  all  the  way  to  the  water  table  and  no  BTEX  is  found, 
for  instance,  TPH  levels  could  drive  unnecessary  cleanup.  Miller  states  that  because  the 
TPH  standard  was  developed  to  determine  the  presence  of  the  risk  based  BTEX 
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components  of  petroleum,  the  site  should  be  considered  clean  if  BTEX  is  not  present  or 
meets  established  cleanup  standards. 

A  final  advantage  of  a  TPH  cleanup  standard,  offered  by  two  interviewees,  is  that 
TPH  will  ensure  the  aesthetic  quality  of  a  site.  VA  believes  it  is  not  acceptable  to  leave 
high  levels  of  TPH  in  the  ground,  even  if  BTEX  levels  are  negligible,  because 
contamination  may  cause  taste  and  odor  problems  in  groundwater.  VA  states  "if  you 
cannot  drink  the  water  because  of  aesthetic  reasons,  it  is  no  more  useful  than  water 
contaminated  with  BTEX."  RI  expressed  the  same  viewpoint: 

By  setting  a  low  TPH  standard  (100  ppm),  aesthetics  are  considered  in  addition  to 
the  risk  from  the  contamination  left  behind;  a  number  less  than  this  reduces  any 
odor  concerns  that  might  exist. 

All  of  the  responses  listed  under  advantages  of  a  TPH  standard  are  supported  by 
the  literature.  The  advantages  support  the  use  of  TPH  for  both  screening  and  as  a  strict 
cleanup  standard  for  petroleum  contaminated  sod.  Furthermore,  these  advantages 
explain  the  popularity  of  TPH  as  a  cleanup  standard. 

Disadvantages  of  a  TPH  Cleanup  Standard.  Responses  provided  by  interviewees 
for  disadvantages  associated  with  the  use  of  a  TPH  cleanup  standard  are  categorized 
below  in  Table  14.  The  most  common  category  of  response  is  that  TPH  cannot  be  used 
to  measure  risk.  Three  responses  are  grouped  into  this  category;  (1)  TPH  cannot  be  used 
to  measure  risk,  (2)  no  toxicological  values  exist  for  TPH,  and  (3)  TPH  does  not  identify 
specific  compounds.  The  second  most  common  response  is  that  problems  exist  with  the 
TPH  analytical  methods.  Other  commonly  reported  disadvantages  include;  TPH  doesn't 
indicate  contaminant  mobility  potential,  and  TPH  is  not  appropriate  for  gasoline. 

A  majority  of  those  interviewed  (eleven  interviewees)  state  that  TPH  analysis 
cannot  be  used  to  measure  risk.  Interviewees  state  that  a  direct  measurement  of  risk 
associated  with  petroleum  at  a  site  cannot  be  obtained  using  TPH  because  TPH  analysis 
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TABLE  14 


DISADVANTAGES  OF  A  TPH  CLEANUP  STANDARD 
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provides  results  for  a  large  number  of  different  chemicals,  but  does  not  identify  specific 
compounds.  Several  interviewees  also  state  that  there  are  no  established  toxicological 
values  for  TPH.  This  is  because  of  the  type  of  results  the  analysis  provides  and  because 
each  different  petroleum  product  is  made  up  of  different  compounds.  Several  regulators 
and  experts  state  that  in  order  to  measure  risk  at  a  site,  a  compound  specific  analysis 
must  be  performed. 

Nine  interviewees  note  problems  associated  with  the  TPH  analytical  method.  The 
following  problems  are  identified: 

(1)  Problems  with  false  negatives  and  false  positives, 

(2)  TPH  will  measure  waxes  and  paraffin's  which  do  not  present 
risk  to  human  health  or  the  environment, 

(3)  TPH  will  measure  natural  organics  in  the  soil, 

(4)  TPH  detection  can  be  fooled  by  fine  particulates, 

(5)  the  TPH  method  is  not  good  for  aromatics  because 
volatiles  are  often  lost  during  preparation,  and 

(6)  too  much  variability  exists  in  the  TPH  methods. 
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According  to  Bauman,  the  418.1  and  California  methods  for  TPH  analysis  are 
poorly  written.  Bauman  states  that  these  methods  allow  a  lot  of  variability  in  the  way  the 
tests  are  run  and  in  how  the  results  of  the  analysis  are  interpreted.  Because  of  this 
variability,  "you  may  send  a  sample  to  a  dozen  different  labs  to  do  41 8. 1  and  they  may 
come  up  with  numbers  that  differ  by  an  order  of  magnitude  or  a  couple  of  orders  of 
magnitude."  Miller  also  identifies  problems  with  the  418.1  method.  He  states  that  the 
petroleum  mixture  required  by  Method  418.1  to  calibrate  laboratory  equipment  has  no 
similarity  to  the  petroleum  found  at  Air  Force  petroleum  contaminated  sites. 

The  use  of  TPH  to  indicate  the  presence  of  mobile  fractions  of  petroleum  was 
discussed  above.  An  equal  number  of  interviewees  who  stated  that  TPH  could  be  used  to 
indicate  mobile  contaminates  stated  that  TPH  cannot  be  used  to  determine  the  presence 
of  mobile  contaminants.  Again,  the  discrepancy  in  the  responses  appears  to  be  correlated 
to  the  analytical  method  and  the  type  of  results  reported. 

Several  individuals  state  that  a  TPH  standard  is  not  appropriate  for  gasoline  (NM, 
VA,  Miller,  Bauman).  VA  believes  that  a  TPH  cleanup  standard  cannot  be  used  without 
requiring  analysis  for  specific  compounds,  because  TPH  does  not  nteasure  the  BTEX 
components.  According  to  VA,  both  TPH  and  BTEX  should  be  measured  at  gasoline 
spill  sites.  Bauman  reports  that  TPH  "doesn't  make  sense  for  gasoline  contamination." 

He  believes  that  BTEX  criteria  should  be  used  and  should  drive  cleanup  at  gasoline 
contaminated  sites.  Miller  believes  that  a  TPH  standard  is  not  appropriate  for  either 
gasoline  or  diesel.  It  is  significant  that  these  interviewees  believe  TPH  should  not  be  used 
for  gasoline  because  of  the  number  of  states  which  use  TPH  as  the  sole  cleanup  criteria 
for  gasoline  contaminated  soils. 

The  responses  listed  above  were  mentioned  by  four  or  more  interviewees.  Other 
disadvantages  are  noted  by  one  or  more  interviewees.  NY  and  Bauman  report  tha:  there 
is  little  scientific  basis  in  the  TPH  standards.  IL  states  that  a  disadvantage  of  TPH  is  that 
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the  use  of  a  TPH  standard  alone  will  not  ensure  the  protection  of  groundwater.  IL 
believes  that  even  if  soil  is  cleaned  up  using  TPH  criteria,  compounds  such  as  BTEX  may 
still  be  present  in  quantities  that  could  contaminate  groundwater.  KY  also  notes  that  a 
disadvantage  of  a  TPH  cleanup  standard  is  that  BTEX  concentrations  are  not  evaluated. 

Miller  provides  a  final  disadvantage  associated  with  a  TPH  standard;  cleanup  to 
strict  TPH  levels  can  drive  unnecessary  cleanups.  According  to  Miller,  studies  such  as 
the  study  reported  in  the  California  LUFT  manual,  have  established  levels  of  BTEX 
which  can  be  left  in  soil  without  causing  degradatitMi  of  groundwater.  Miller  states  i... 

(1)  there  is  not  much  BTEX  left  in  the  majority  of  the  Air  Force  sites  and  (2)  BTEX  can 
be  preferentially  removed  through  technologies  such  as  bioventing.  As  a  result.  Miller 
states  that  a  TPH  cleanup  standard  can  drive  cleanup  of  sites  that  would  not  require 
cleanup  under  a  BTEX  standard.  Furthermore,  because  BTEX  may  be  preferentially 
removed  with  technologies  such  as  bioventing,  sites  requiring  remediation  could  be 
cleaned  up  much  faster  and  at  a  lower  cost. 

Use  of  Different  TPH  Cleanup  Levels.  Interviewees  were  asked  to  report 
whether  they  believe,  if  a  TPH  cleanup  standard  were  to  be  used  for  cleanup  of  a 
petroleum  contaminated  site,  different  cleanup  levels  are  appropriate  for  different 
petroleum  products.  Gasoline  and  diesel  were  suggested  as  example  petroleum  products. 
The  researchers  asked  this  question  to  identify  the  rationale  behind  why  some  states  have 
different  standards  for  different  types  of  petroleum,  while  other  do  not. 

The  responses  are  varied.  Roughly  half  of  the  interviewees  report  that  different 
TPH  cleanup  levels  are  appropriate,  and  the  other  half  report  that  different  levels  are  not. 
Bauman  provides  a  rationale  for  establishing  separate  standards  for  different  petroleum 
products.  Different  types  of  petroleum  have  different  types  of  constituents,  with  different 
potential  for  mobility  [in  the  ground].  Because  of  this,  Bauman  believes  that  separate 
standards  for  gasoline,  middle  distillates,  and  heavy  fuels  "makes  sense."  Kostecki 
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presents  an  opposing  viewpoint.  According  to  Kostecki,  the  scientific  community  does 
not  know  enough  about  the  fate  and  transport  of  the  constituents  of  petroleum. 
Furthermore,  there  is  too  much  variation  in  the  makeup  of  individual  products.  Separate 
standards,  therefore,  may  not  be  appropriate. 

Advantage.s  of  a  Compound  Specific  Qeanup  Standard.  State  regulators  and 
experts  were  asked  to  present  their  technical  opinion  on  advantages  and  disadvantages 
associated  with  the  use  of  a  compound  specific  standard.  As  part  of  their  response,  each 
interviewee  was  asked  to  address  risk  and  mobility  considerations.  This  question  was 
asked  to  obtain  information  necessary  to  evaluate  the  application  of  a  compound  specific 
standard  for  cleanup  of  petroleum  contaminated  sites.  Responses  presented  as 
advantages  are  characterized  below. 

The  most  common  category  of  advantages  reported  is  that  a  compound  specific 
analysis  can  be  used  to  indicate  risk  to  human  health  and/or  indicate  the  threat  to 
groundwater.  The  following  three  responses  are  grouped  in  this  category;  (1)  a 
compound  specific  analysis  can  be  used  to  assess  risk,  (2)  specific  compounds  are 
measured,  and  (3)  toxicological  data  exists  for  specific  compounds.  The  second  most 
frequent  category  of  response  is  (4)  a  compound  specific  standard  provides  the 
opportunity  to  focus  on  indicator  compounds  and  mobile  contaminants.  Other  reported 
advantages  are;  (5)  contaminants  which  present  risk  are  removed,  and  (6)  cost  savings 
are  incurred  if  used  instead  of  a  standard  based  on  TPH.  Table  15  presents  a  summary  of 
these  categories. 

Nine  interviewees  report  that  a  compound  specific  analysis  can  be  used  to 
measure  risk.  Some  interviewees  note  that  under  a  compound  specific  standard, 
individual  levels  of  specific  compounds  can  be  measured  to  which  toxicological  data  can 
be  compared  (PA,  MN,  WA,  VA).  A  risk  assessment,  therefore,  can  be  conducted  based 
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TABLE  15 


ADVANTAGES  OF  A  COMPOUND  SPECMC  STANDARD 
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on  actual  numbers.  Bauman  notes  that  because  almost  all  risk  calculations  are  based  on 
specific  compounds,  it  makes  sense  to  have  compound  specific  standards. 

Many  interviewees  also  report  that  an  advantage  of  a  compound  speciric  standard 
is  that  it  allows  a  focus  on  indicator  compounds  which,  in  turn,  can  be  used  to  assess  risk 
and  mobility  of  the  contamination.  Kostecki  states  that  because  of  the  relative  mobility  of 
certain  constituents  it  may  be  appropriate  to  focus  on  the  mobile  constituents  if 
groundwater  contamination  is  a  concern.  In  addition  to  mobile  compounds,  some  non- 
mobile  compounds  found  in  the  heavier  fraction  products  may  be  of  concern  if  soil 
ingestion  is  anticipated.  Generally,  most  interviewees  show  support  for  the  use  of 
indicator  compounds. 

Seven  interviewees  suppon  the  use  of  BTEX  or  benzene  as  an  indicator  of 
petroleum  contamination.  Several  reasons  are  given  for  using  BTEX.  These  reasons 
include:  (1)  BTEX  is  a  good  representation  of  gasoline  contamination  (RI),  (2)  BTEX  is 


the  most  mobile  fraction  of  petroleum  (WY),  (3)  BTEX  allows  modeling  of  contaminant 
mobility  and  potential  for  contaminants  to  contaminate  groundwater  (WI),  and  (4)  there 
is  a  known  health  hazard  associated  with  BTEX  (VA). 

Several  interviewees  also  identify  polynuclear  aromatic  hydrocarbons  (PNAs)  as  a 
possible  indicator  compound  for  petroleum.  Interviewees  comment,  however,  that 
although  PNAs  may  be  just  as  toxic  as  the  BTEX  compounds,  they  are  not  nearly  as 
mobile.  Bauman,  for  instance,  states  that  because  the  multi-ring  and  longer  chain 
hydrocarbons  are  less  mobile  and  less  soluble,  they  have  less  of  a  potential  to  contaminate 
groundwater.  PNAs  therefore,  present  less  risk. 

Some  interviewees  commented  that  an  advantage  in  using  a  compound  specific 
standard  is  that,  by  analyzing  for  specific  indicator  compounds,  the  contaminants  of  risk 
may  be  removed.  In  fact,  two  interviewees  report  that  a  compound  specific  standard  is 
more  protective  of  human  health  (NY,  Kostecki).  NM  assumes  that,  if  the  standard  for 
benzene  is  not  exceeded,  then  the  rest  of  the  aromatic  hydrocarbons  (and  petroleum)  will 
not  exceed  risk  levels.  IL  is  confident  that  their  compound  specific  soil  objectives  will 
ensure  that  soil  will  be  cleaned  up  to  be  protective  of  groundwater.  Furthermore,  WY 
states  that  if  you  "take  care  of  benzene...  you’ll  take  care  of  everything  else  in  the 
process."  Some  interviewees,  however,  support  the  use  of  BTEX  as  an  indicator 
compound  for  gasoline  only.  They  note  that  diesel  and  the  heavier  hydrocarbons  contain 
other  compounds  which  might  be  left  behind  if  only  BTEX  is  analyzed. 

As  discussed  previously.  Miller  provides  a  strong  argument  for  using  a  compound 
specific  standard  as  opposed  to  a  TPH  based  standard.  Use  of  a  compound  specific 
standard  might  result  in  significant  cost  savings.  Although  Miller  and  TX  are  the  only 
interviewees  who  identified  cost  savings  associated  with  the  use  of  a  compound  specific 
standard,  the  cost  implications  might  be  significant  and  should  not  be  overlooked. 
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Disadvantages  of  a  Compound  Specific  Cleanup  Standard.  Interviewees  provide 
many  disadvantages  associated  with  using  a  compound  specific  standard.  The  most 
common  disadvantage  is  that  (1)  under  a  compound  specific  standard,  not  all 
hydrocarbons  are  measured.  Many  interviewees  expressed  concern  about  the 
contaminants  that  might  remain  if  a  standard  which  requires  analysis  for  only  specific 
compounds  is  used.  Other  disadvantages  reported  include:  (2)  additional  costs  are 
associated  with  this  type  of  standard,  (3)  a  compound  specific  standard  creates  additional 
requirements  in  work  and  time,  and  (4)  such  a  standard  can  drive  more  cleanups  (if  se^ 
too  low).  A  breakdown  of  the  responses  provided  by  each  interviewee  is  shown  in 
Table  16. 

TABLE  16 
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Many  state  regulators  and  technical  experts  note  that  under  a  compound  specific 
standard,  not  all  hydrocarbons  are  measured.  This  response  expresses  a  primary  concern 
by  many  interviewees  that  even  if  the  risk  based  BTEX  compounds  are  remediated,  other 
compounds  would  be  left  in  the  soil,  which  might  present  risk.  Sub-categories  of  this 
response  include;  (a)  it  is  not  appropriate  to  ignore  contaminants  other  than  a  few 
indicator  compounds  measured;  (b)  other  harmful  contaminants  may  remain  in  the  soil; 

(c)  there  is  uncertainty  about  the  hazards  associated  with  other  hydrocarbons;  and  (d) 
there  is  currently  a  debate  about  which  compounds  should  be  used  as  indicator 
compounds. 

Several  interviewees  note  that  it  is  impossible  to  use  one  or  more  indicator 
compounds  to  represent  petroleum  contaminated  soil.  WA  states  that  data  on  specific 
compounds  only  represents  a  very  small  fraction  of  the  entire  range  of  petroleum  and  that 
not  enough  is  known  about  all  of  the  other  constituents  to  ignore  all  but  just  a  few. 
Furthermore,  "using  a  few  compounds  to  represent  the  entire  range  of  petroleum  can 
grossly  over-  or  under-estimate  the  toxicity."  WI  also  states  that  the  specific  compound 
analyzed  may  not  be  a  good  indicator  of  the  type  of  petroleum  contamination. 

According  to  Kostecki  and  VA,  the  variability  in  the  composition  of  individual 
petroleum  products  make  it  difficult  to  identify,  with  certainty,  the  compounds  that 
represent  the  hazards  associated  with  a  petroleum  product.  Kostecki  further  states  that 
for  some  fuels,  experts  still  debate  which  indicator  compounds  are  appropriate.  ND 
states  that  "focusing  on  specific  contaminants  for  one  petroleum  product  may  not  apply 
to  other  petroleum  products...  concern  is  that  some  potentially  harmful  constituents  will 
be  overlooked."  Furthermore,  ND  states  "if  you  use  just  BTEX  for  your  cleanup 
standard...you'll  possibly  be  leaving  behind  some  of  the  heavier  fractions."  The  concern 
that  a  compound  specific  analysis  does  not  measure  all  hydrocarbons  is  clearly  the 
greatest  concern  reported  by  interviewees  for  using  a  compound  specific  standard. 
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In  a  different  category  of  disadvantages  reported,  six  interviewees  note  that  a 
compound  specific  standard  is  more  costly  than  a  TPH  based  standard.  Most  of  these 
interviewees  report  that  the  cost  to  analyze  for  specific  compounds  is  significantly  more 
expensive  than  the  cost  for  TPH.  PA  provides  another  concern.  According  to  PA,  under 
a  compound  specific  standard  "cleanup  values  should  be  established  for  all  parameters  in 
the  petroleum  product  for  which  toxicological  data  exists."  Analytical  costs  for  a 
compound  specific  standard  would,  therefore,  be  significantly  more  expensive  because 
three  or  four  different  analytical  methods  would  be  required. 

Another  reported  disadvantage  is  that  if  a  compound  specific  standard  is  set  too 
low,  it  could  drive  more  cleanups  (NM).  EL  mentioned  that  because  of  the  extremely  low 
cleanup  standards  which  are  set  by  the  state,  petroleum  marketers  are  going  to  the 
legislature  to  attempt  to  have  them  changed. 

Finally,  three  regulators  comment  that  a  compound  specific  standard  places  more 
demand  on  the  time  of  regulators  and  consultants  (TX).  NY  states  that  a  compound 
specific  analysis  takes  more  time  for  laboratory  analysis,  and  WI  reports  that  a  compound 
specific  analysis  requires  a  more  detailed  effrat  because  there  are  more  "things  to  look 
at". 

Chemical  Compounds  for  a  Compound  Specific  Standard.  Interviewees  were 
asked  to  report,  if  a  compound  specific  standard  is  used,  the  chemical  compounds  they 
believe  should  be  included,  by  petroleum  product.  Common  responses  are  reported  here. 
Four  interviewees  do  not  make  a  distinction  between  the  type  of  petroleum,  but  state  that 
BTEX  and  polynuclear  aromatic  hydrocarbons  should  be  used  in  a  compound  specific 
standard.  For  those  that  did  distinguish  between  types  of  petroleum,  seven  interviewees 
support  the  use  of  BTEX  gasoline,  and  three  support  MTBE  for  gasoline.  For  diesel, 
naphthalene  (4  interviewees)  and  polynuclear  aromatic  hydrocarbons  (three  interviewees) 
were  suggested  as  chemical  indicators.  The  chemical  indicators  mentioned  by  the 
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interviewees  reflect  the  same  chemicals  actually  used  in  state  standards  (as  listed  in 
Chapter  IV). 

Interviews  with  Technical  Experts 

Most  of  the  questions  posed  to  the  experts  are  incorporated  and  summarized  in 
the  previous  section.  This  set  tion  reports  responses  to  questions  that  are  not  included 
above.  The  additional  questions  address  the  (1)  importance  of  risk  assessment  for 
establishing  cleanup  standards,  (2)  risk  assessment  criteria  experts  believe  to  be  most 
important  in  developing  a  petroleum  cleaniq)  standard,  and  (3)  appA)priateness  of  a  strict 
TPH  standard  for  cleanup  of  petroleum. 

Importance  of  Risk  Assessment  in  Development  of  Standards.  This  question  was 
asked  to  obtain  technical  opinions  on  the  relative  importance  of  the  risk  assessment 
process  in  developing  standards  for  petroleum  contaminated  soil.  Three  experts  (Miller 
was  not  asked  to  comment)  report  that  they  are  strong  proponents  of  using  risk  based 
criteria  for  the  develoi»nent  of  soil  cleanup  standards. 

Bauman  and  Kostecki  note  that  the  use  of  generic  cleanup  standards  based  on 
strict  cleanup  guidelines  is  an  alternative  to  a  site  specific  cleanup  approach.  Bauman 
notes  that  the  numbers  used  by  many  states  for  TPH  and  BTEX  "for  the  most  part  are 
not  well  based  on  science."  Furthermore,  he  ncrtes  that  states  that  have  attempted  to  use 
a  scientific  approach  to  setting  cleanup  standards  typically  make  worst  case  assumptions, 
implying  that  many  standards  are  very  conservative.  Similarly,  Kostecki  states  that  due 
to  the  conservative  assumptions  used  by  most  states  in  establishing  cleanup  standards,  the 
majority  of  petroleum  contaminated  sites  are  being  cleaned  up  to  overly  conservative 
levels.  Furthermore,  use  of  risk  assessment  is  more  cost  effective  because  overly 
conservative  assumptions  are  not  used,  and  cleanup  activities  are  "tailored"  to  a  specitlc 
site. 
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Risk  Assessment  Criteria  Important  for  Cleanup  Standards.  Three  experts  were 
asked  to  report  the  risk  assessment  criteria  they  believe  are  most  important  in  establishing 
a  petroleum  cleanup  standard.  Bauman  states  that  the  existing  quality  and  use  of 
groundwater  which  might  be  impacted  from  a  petroleum  contaminated  site  is  the  most 
important  consideration.  According  to  Potter,  the  most  important  consideration  is 
exposure.  Potter  notes  that  in  order  to  eval'’.ate  exposure  one  must  evaluate  the  toxicity 
of  the  contaminant  and  the  factors  that  effect  transport  of  the  contaminant  to  receptors. 
Kostecki  agrees  with  Potter  and  states  the  most  important  criteria  for  evaluating  risk  are 
the  toxicity  of  the  source  and  the  potential  routes  of  exposure. 

Use  of  a  Strict  TPH  Cleanup  Standard.  All  four  experts  were  asked  to  comment 
on  whether  they  believe  it  appropriate  to  require  cleanup  of  a  petroleum  contaminated 
site  to  a  strict  TPH  cleanup  level.  Three  experts  interviewed  report  that  a  strict  level  is 
not  appropriate,  while  one  reports  that  a  strict  TPH  cleanup  level  may  have  some  merit. 
According  to  Potter,  Kostecki,  and  Miller,  a  TPH  standard  is  not  appropriate  because 
(1)  it  is  not  based  on  risk  to  human  health  and  (2)  because  of  the  problems  associated 
with  the  TPH  analytical  method.  Both  Potter  and  Miller  also  note  that  use  of  a  strict 
TPH  cleanup  standard  can  drive  unnecessary  cleanups.  Bauman,  on  the  other  hand, 
states  that  a  TPH  cleanup  standard  may  have  some  merit  for  fuels  that  do  not  contain 
BTEX,  because  a  TPH  standard  will,  in  most  cases,  ensure  removal  of  health  hazards 
associated  with  the  fuel. 

Conclusions 

The  information  provided  in  this  chapter  helps  to  characterize  and  explain  the 
standards  used  for  cleanup  of  petroleum  contaminated  soils,  and  provides  information  to 
compare  the  application  of  a  TPH  standard  against  a  BTEX  standard.  This  chapter 
presents  several  significant  findings. 


72 


First,  all  states  interviewed  report  flexibility  in  their  standards  for  leaving 
contamination  which  exceeds  recommended  cleanup  levels  in  place.  All  states  also  report 
provisions  in  their  standards  for  allowing  a  risk  assessment  to  justify  site  cleanup 
determinations.  This  finding  is  significant  for  proponents  of  using  a  compound  specific 
standard.  No  state  regulations  or  laws  require  the  application  of  a  TPH  standard  or 
prevent  the  use  of  a  compound  specific  standard.  Room  for  negotiation,  therefore,  exists 
for  the  actual  standard  used  for  cleanup  of  petroleum  contaminated  soils. 

Second,  some  states  discourage  the  use  of  risk  assessments.  As  exemplified  by 
TX,  although  some  states  have  flexibility  in  their  regulations,  actual  flexibility  allowed  by 
the  state  may  be  limited.  These  may  be  obstacles  proponents  of  a  compound  specific 
standard  might  face  in  attempting  to  justify  compound  specific  cleanup  determinations. 

Third,  many  regulators  report  that  TPH  analysis  is  used  in  their  state  for  assessing 
risk.  The  seven  states  that  use  TPH  clearly  support  the  use  of  TPH  for  making  cleanup 
determinations.  The  viewpoint  that  TPH  can  be  used  to  assess  risk  also  presents  an 
obstacle  for  proponents  attempting  to  justify  the  use  of  a  compound  specific  standard. 

Fourth,  the  categories  in  which  jet  fuel  is  placed  clearly  indicates  the  non- 
uniformity  in  the  regulations  set  for  cleanup  of  petroleum. 

Fifth,  four  of  the  thirteen  state  regulators  interviewed  report  that  their  state  has 
plans  to  change  their  soil  cleanup  standards.  All  four  states  are  moving  towards  use  of 
either  compound  specific  cleanup  provisions  or  a  risk  based  approach  for  their  soil 
cleanup  standards. 

Sixth,  six  interviewees  attribute  soil  cleanup  standards  to  Stokman  and  Dime’s 
re.search  and  three  attribute  the  standards  to  the  California  LUFT  manual.  This  is 
significant  because  the  basis  for  these  studies  assumes  (I)  risk  associated  with  a 
petroleum  contaminated  site  is  based  on  BTEX.  and  (2)  assumes  a  constant  relationship 
between  BTEX  and  TPH.  The  second  assumption  will  be  challenged  in  Chapter  VI. 
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Seventh,  all  of  the  advantages  reported  for  using  a  TPH  cleanup  standard  suppon 
its  use  for  both  screening  and  as  a  strict  cleanup  standard.  These  advantages  also  explain 
the  popularity  of  the  standard.  The  majcnity  of  the  disadvantages  reported  for  using  a 
TPH  standard,  however,  do  not  preclude  its  application  as  a  cleanup  standard.  Although 
the  method  cannot  be  used  to  measure  risk,  interviewees  believe  remediation  of  a 
petroleum  contaminated  site  to  a  strict  TPH  level  will  eliminate  the  risk  associated  with 
the  site.  This  belief  is  supported  by  the  literature.  Although  many  interviewees  note 
problems  with  the  analytical  method  for  TPH,  these  problems  are  resolved  by  the  levels 
for  which  TPH  standards  are  set. 

The  one  major  disadvantage  reported  with  the  use  of  a  TPH  standard  is  that  its 
use  can  drive  unnecessary  site  cleanups.  This  one  disadvantage  may  outweigh  all  of  the 
advantages  associated  with  a  TPH  standard.  According  to  Miller,  the  cost  savings 
associated  with  a  compound  specific  standard,  as  opposed  to  a  TPH  standard,  would  be 
enormous.  The  conservative  nature  of  the  TPH  standard  and  an  estimate  of  number  of 
sites  which  would  not  require  remediation  under  a  BTEX  standard,  again,  arc  explored  in 
the  following  chapters. 

Finally,  advantages  reported  by  interviewees  of  a  compound  specific  standard 
support  its  use  for  measuring  risk  associated  with  a  petroleum  contaminated  site. 
Interviewees  express  concern,  however,  that  a  compound  specific  standard  will  not 
measure  all  hydrocarbons,  and  that  if  a  compound  specific  standard  were  used,  other 
compounds  might  be  left  in  the  soil  which  would  present  risk.  Cost  for  compound 
specific  analysis  is  another  reported  disadvantages  which  might  also  have  implications  for 
regulatory  acceptance  of  a  compound  specific  standard.  These  viewpoints,  held  by  many 
state  regulators,  may  be  the  largest  obstacle  for  parties  who  wish  to  justify  the  use  of  a 
compound  specific  standard. 
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IRPIMS  Data  Analysis  and  Cost  Savings  Analysis 


Intnjduction 

This  chapter  provides  an  analysis  of  the  IRPIMS  database  infonnatitxi  received 
from  the  Air  Force  Center  for  Environmental  Excellence.  The  main  purpose  of  the 
IRPIMS  data  analysis  is  to  investigate  the  relationship  of  BTEX  to  TPH  in  soils. 
Specifically,  this  investigation  will  determine  whether  or  not  the  residual  soil  BTEX 
concentration  assumption  used  in  the  California  LUFT  Manual  and  by  Stokman  and  Dime 
is  valid  for  soils  contaminated  with  JP-4.  This  assumption,  as  described  in  Chapter  11,  is 
that  the  percentage  of  BTEX  in  soil  contaminated  with  petroleum  is  the  same  as  in  a  pre¬ 
spilled  petroleum  product 

The  data  was  first  characterized  to  determine  the  frequency  and  levels  of  BTEX 
and  TPH  concentrations  measured  at  Air  Force  sites,  and  to  determine  the  number  of 
petroleum  contaminated  sites  sampled  for  BTEX  or  TPH.  Second,  an  explanation  of  why 
the  data  proved  insufficient  to  characterize  the  relationship  of  BlEX  to  TPH  over  time 
under  different  hydrogeological  site  ctxiditions  is  provided.  Lastly,  a  statistical  analysis 
comparing  BTEX  to  TPH  ratios  at  JP-4  contaminated  soil  sites  to  expected  average  ratios 
from  distilled  JP-4  is  presented.  This  subsequent  analysis  determines  whether  or  rtot  the 
BTEX  components  of  JP-4  weather  faster  than  all  petroletun  hydrocarbons  (measured  by 
Method  418.1)  found  in  JP-4. 

This  chapter  also  estimates  the  number  of  Air  Force  sites  that  would  require 
cleanup  under  a  TPH  cleanup  standard  and  the  number  of  sites  that  would  require  cleanup 
under  a  BTEX  cleanup  standard.  From  these  estimates  a  cleanup  cost-comparison  is 
made.  This  comparison  is  used  to  predict  the  percentage  of  cleanup  costs  that  would  be 
saved  if  a  BTEX  cleanup  standard  were  applied  to  all  Air  Force  sites  versus  a  TPH 
cleanup  standard. 
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As  explained  in  Chapter  in,  the  researchers  requested  information  for  all  records 
containing  either  TPH  or  BTEX  soil  sample  data  from  Air  Force  installations,  plants,  or 
bases.  First,  the  data  is  characterized  to  show  usable  versus  non-usable  information 
contained  in  the  IRPIMS  database  for  this  type  of  analysis.  Second,  a  discussiwi  of  the 
identifiable  sites  in  the  database  is  made.  Included  are  the  total  number  of  identified 
petroleum  sites  contained  in  the  database  analyzed  for  either  BTEX  or  TPH.  Lastly,  a 
detailed  analysis  of  the  known  petroleum  sites  is  made  to  include  categories  of 
contamination  and  overall  contamination  frequency.  The  hydrogeological  site  data 
received  are  not  used  in  this  analysis  because  no  soil  samples  for  BTEX  and  TPH  were 
identified  in  the  database  at  the  same  site  from  two  or  more  time  periods  (see  section  on 
relationship  of  BTEX  to  TPH  for  further  explanation). 

General  Description.  The  requested  data  was  extracted  from  the  IRPIMS  database 
in  May  1993.  It  is  important  to  note  that  additional  infomration  is  added  to  the  database 
on  a  continual  basis.  This  research,  therefore,  reflects  information  contained  in  the 
IRPIMS  at  the  time  of  the  request. 

The  data  was  provided  in  three  separate  ASCII  files.  The  first  file  contained 
sample  information  for  all  sites  where  BTEX  or  TPH  analyses  was  performed  and 
detected  on  soils  above  the  laboratory  detection  limit  (LDL)  identified  for  the  analysis. 
Information  on  soil  pH  and  specific  conductance  is  included  in  this  file.  Only  a  small 
number  of  the  sample  results,  however,  were  reported  for  pH,  and  none  of  the  samples 
had  results  for  specific  conductance.  This  limitation  inhibited  the  use  of  pH  and  specific 
conductance  information  and,  therefore,  these  soil  paranneters  are  not  used  in  this  analysis. 

The  second  file  contained  all  non-detect  sample  information  for  BTEX  and  TPH 


analyses.  The  third  file  contained  existing  information  on  soil  lithology,  soil  stratigraphic 
order,  and  soil  ASTM  classification  codes  for  boreholes  in  which  BTEX  or  TPH  were 


analyzed.  Due  to  time  limitations  and  data  limitations  identified  in  the  next  section  of  this 
chapter,  this  information  is  not  used  in  the  analysis.  Table  17  below,  provides  a 
description  of  obtained  data  records.  Each  record  in  the  data  refers  to  one  sample 
analysis. 


TABLE  17 

SOIL  MATRIX  RECORDS 


Record  Description 

Number  of  Records  I 

Detect 

Non-Detect 

Total 

TPH  Analysis  Rt  »ds 

1932 

5221 

7153 

BTEX  Analysis  Records 

1096 

6002 

7098 

Total  Soil  Matrix  Records 

3028 

11223 

14251 

Site  Identification  Analysis.  To  determine  the  usefulness  of  the  data  for 
establishing  the  relationship  of  BTEX  to  TPH  over  time,  the  data  were  examined  with  the 
goal  of  comparing  samples  at  the  same  site  from  two  or  more  time  periods.  To 
accomplish  this,  two  approaches  were  taken.  First,  the  researchers  hoped  to  identify  sites, 
with  the  same  site  name  from  the  same  Air  Force  installation,  with  sampling  data  from  two 
or  more  time  periods.  If  no  site  name  information  was  provided  in  a  sample  record,  a 
second  approach  was  taken.  With  this  appn»ch,  site  coordinate  information  was  used  to 
determine  site  location.  Samples  identified  within  100  feet  of  each  other  from  different 
time  periods  were  to  be  considered  from  the  same  site.  Table  18  below  provides  a 
description  of  the  site  name  and  coordinate  information  contained  in  the  data.  As  Table 
18  shows,  twenty-one  percent  of  the  data  lacked  any  indication  of  type,  name,  or  location 
of  site. 
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TABLE  18 


SITE  NAME  AND  SITE  COORDINATE  INFORMATION 


Record  Description 

#(%  of  total) 

Records  with  NQ  Site  Name  or  Coordinate  Information 

3129(21%) 

Records  with  Site  Name  or  Coordinate  Infonnation 

■■DEsonnHii 

Total  Soil  Matrix  Records 

■KnnaBi 

Site  Breakdown.  To  further  characterize  the  data,  those  records  containing 
site  name  information  were  examined.  This  was  accomplished  to  distinguish  petroleum 
sites  from  those  sites  where  the  type  of  contamination  was  unknown.  By  sorting  out 
records  which  did  not  provide  site  name  infcnmation,  a  total  of  279  sites  were  identified. 
Of  the  279  sites,  120  were  identified  as  petroleum  sites.  If  the  site  name  field  provided 
information  normally  associated  with  petroleum,  the  site  was  considered  a  petroleum  site. 

Classification  of  Petroleum  Sites.  The  data  from  the  identified  petroleum 
sites  was  further  sub-divided  by  type  of  contamination  or  by  type  of  site.  This  was  done 
because  different  petroleum  products  could  be  expected  to  have  different  constituent 
percentages  and,  therefore,  ratios  of  BTEX  to  TPH.  Table  19  below  presents  the  results. 
All  records  where  JP-4  was  indicated  in  the  site  name  were  placed  in  a  "JP-4  site" 
category.  Gasoline  and  fire  training  areas  were  similarly  categorized.  The  fuel  oil  sites  all 
contained  the  word  "oil"  in  the  site  name  field  and  where  it  was  apparent  that  the 
contamination  was  not  waste  oil.  The  suspecred  JP-4  contaminated  sites  contained  words 
such  as  "POL",  "bulk  fuel  storage",  and  "tank  farm"  in  the  site  name  field.  The  rest  of  the 
petroleum  sites  contained  wwds  such  as  "Underground  Storage  Tank"  and  "waste  oil"  in 
the  site  name  field. 

\ 
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TABLE  19 


PETROLEUM  CONTAMINATION  BY  TYPE  OF  SITE 


Description 

#  of  Sites 

Number  of  Records 

Detect 

Non<Detect 

Total 

JP-4  Contamination 

15 

138 

166 

304 

Gasoline  Contamination 

6 

24 

85 

109 

Fire  Training  Areas 

40 

528 

502 

1030 

Fuel  Oil  Contamination 

6 

19 

117 

136 

Suspected  JP-4  CcHitam. 

29 

275 

215 

490 

Other  Petroleum  Contam. 

24 

71 

232 

303 

Total  Petroleum  Contaminated 

Sites 

120 

1055 

1317 

2372 

BTEX  to  TPH  Relationship  Over  Time  and  Varying  Hydrogeological  Site  Conditions 

As  explained  in  Chapter  IB,  the  approach  to  analyze  the  relationship  of  BTEX  to 
TPH  in  soil  over  time  was  a  comparison  of  ratios  from  the  same  site  over  different  time 
periods.  For  each  site  with  BTEX  and  TPH  data,  the  researchers  planned  to  evaluate  the 
utility  of  the  hydrogeological  information  to  determine  if  any  correlation  could  be  made  to 
the  preferential  weathering  of  BTEX  to  TPH.  The  researchers  found,  through  an  in-depth 
analysis  of  the  data,  that  no  site  in  the  database  had  been  sampled  at  different  time  periods. 
The  data  was,  therefore,  insufficient  for  this  type  of  analysis.  The  procedure  used  for  this 
analysis  with  a  detailed  explanation  of  why  the  data  is  insufficient  is  described  below. 

Data  Analysis.  First,  the  two  ASCII  files  containing  the  BTEX  and  TPH  sample 
measurements  were  imported  into  a  database  program  on  a  personal  computer.  Both  files 
were  then  scanned  for  accuracy  and  type  of  data.  The  purpose  of  this  scan  was  to  ensure 
that  all  of  the  data  was  lined  up  by  field  name.  Sixty-eight  percent  of  the  sample  data  was 
groutulwater  data.  Since  the  focus  of  this  analysis  is  on  soil  contamination,  the 
groundwater  records  were  removed.  As  stated  previously,  twenty-one  percent  of  the  soi< 
matrix  data  did  not  have  either  site  name  or  coordinate  (NCOORD  or  ECOORD) 
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information.  Because  determining  what  particular  site  the  samples  came  frcwn  was  not 
possible,  these  records  were  not  usable  in  the  analysis.  The  analysis  noted  that  the  site 
identification  informadon  field  is  only  filled  in  when  the  site  name  field  contains 
informadon  and  provided  no  additional  informadon.  The  site  identiticadon  informadon 
was  subsequendy  ignored. 

After  removing  or  deleting  the  unusable  records,  the  two  files  were  merged.  The 
combined  file  was  then  sorted  with  the  primary  sort  on  the  Air  Force  installation  code  and 
the  secondary  sorts  on  the  site  name,  the  north  and  east  coordinates,  the  sample  depth, 
and  the  sample  analytical  method  code,  respectively.  This  was  accomplished  to  facilitate 
locating  samples  from  different  time  periods.  All  records  firom  sites  that  contained  only 
non-detect  sample  information  were  then  removed  from  the  combined  file.  These  records 
were  removed  because  BTEX  to  TPH  ratios  could  not  be  calculated  firom  sites  without 
initial  detection's  of  BTEX  and  TPH. 

The  combined  file  was  then  examined  fw  sites  with  concentrations  of  TPH  and  one 
or  more  of  the  BTEX  constituents.  Following  this,  the  data  was  examined  for  samples  of 
both  TPH  and  BTEX  at  the  same  site  from  a  different  time  period.  If  no  site  name  was 
contained  in  a  record,  the  North  and  East  coordinates  were  used  to  identify  like  sites  ftom 
two  different  time  periods. 

Results  of  Data  Analysis.  After  a  complete  and  thorough  review,  the  researchers 
found  that  no  data  was  present  in  which  both  BTEX  or  TPH  sample  data  was  identified 
from  the  same  site  at  different  time  pCTiods.  Similarly,  for  the  records  where  no  site  name 
was  identified,  there  were  no  instances  where  BTEX  or  TPH  sample  data  from  one  time 
period  was  within  100  feet  of  a  sample  from  another  time  period.  Should  sample  data 
have  been  found  within  100  feet  from  different  time  periods,  the  researchers  would  have 
considered  the  samples  from  the  same  site.  If  sufficient  data  had  been  available,  the  raticK 
of  BTEX  to  TPH  from  the  first  time  period  would  have  been  compared  with  the  BTEX  to 
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TPH  ratios  identified  at  a  later  date.  Since  this  methodology  is  inappropriate  for  the  data 
received,  an  analysis  comparing  the  ratios  calculated  fiom  the  data  to  virgin  product  ratios 
was  developed  and  implemented.  This  analysis  is  described  in  the  next  section. 

BTEX  to  TPH  Ratio  Analysis 

Upon  determining  that  the  BTEX  and  TPH  sample  data  contained  in  the  IRPIMS 
database  did  not  allow  a  ratio  analysis  of  BTEX  to  TPH  over  time,  a  subsequent  approach 
was  developed  and  implemented.  The  researchers  used  only  records  where  the  site  name 
information  was  provided  because  the  type  of  contaminatirm  was  impossible  to  determine 
otherwise.  This  method  anowed  an  analysis  by  type  of  petroleum  product 

For  this  analysis,  the  data  was  broken  down  by  type  of  petroleum  contamination  or 
by  type  of  site  (see  Table  19).  Of  the  petroleum  contamination  groupings  identified,  the 
JP-4  contaminated  sites  were  selected  for  BTEX  to  TPH  ratio  analysis.  The  fire  training 
site  data,  the  fuel  oil  site  data,  the  suspected  JP-4  site  data,  and  the  rest  of  the  petroleum 
sites  are  not  analyzed  with  this  method  because  the  type  of  contamination  could  not  be 
identified.  The  gasoline  site  data  was  not  used  because  an  analysis  of  this  data  showed 
that  (1)  only  eight  same-borehole,  same-depth  samples  had  data  for  both  BTEX  and  TPH, 
(2)  the  type  of  gasoline  product  (leaded,  unleaded,  premium)  at  the  sites  is  unavailable  in 
the  database,  and  (3)  the  wide  range  of  BTEX  percentages  found  in  different  distilled 
grades  of  gasoline  did  not  allow  for  an  accurate  virgin  product  estimate  (SOa). 

JP-4  Site  Analysis.  Out  of  the  297  sites  identified  (site  name  data  provided), 
fifteen  sites  have  JP-4  indicated  in  the  site  name  field.  The  researchers  assumed  that  these 
sites  are  contaminated  only  with  JP-4,  Of  the  fifteen  JP-4  sites,  nine  have  soil  sample  data 
for  both  BTEX  and  TPH.  These  nine  sites  are  used  in  this  ratio  analysis. 

Description  of  Analysis.  Forty-five  benzene  (BZ)  to  TPH  and  BTEX  to  TPH 
ratios  were  calculated  from  the  JP-4  sites.  These  ratios  were  obtained  from  samples 
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where  both  BTEX  and  TPH  were  analyzed  at  the  same  depth  and  same  location  (same 
bwehole).  The  researchers  decided  to  expand  their  original  methodology  to  include  an 
analysis  on  BZ  to  TPH  ratios  in  addition  to  the  BTEX  to  TPH  ratios  because  (1)  several 
states  have  soil  standards  for  BZ,  (2)  the  literature  identifies  BZ  as  the  most  toxic,  mobile, 
and  soluble  of  the  BTEX  compounds,  and  (3)  the  literature  identifies  BZ  as  the  greatest 
threat  to  groundwater  from  petroleum  contaminated  soils  (9;  17;35),  For  simplicity,  a 
"sample"  is  defined  here  as  one  or  more  records  which  contain  results  from  BTEX  or  TPH 
analyses  at  the  same  location  and  sample  depth.  Although  more  than  one  sample  may 
have  been  taken  to  run  different  analyses  for  BTEX  and  TPH,  we  will  consider  the 
individual  samples  to  be  representative  of  the  soil  present  at  the  same  location  and  same 
depth.  The  BZ  to  TPH  analysis  is  discussed  first  followed  by  the  BTEX  to  TPH  analysis. 

Benzene  to  TPH  Data.  The  forty-five  BZ  to  TPH  calculated  ratios  were 
obtained  from  samples  where  the  analytical  method  used  to  measure  TPH  concentrations 
detected  TPH  levels  above  the  indicated  laboratory  detection  limit  (LDL).  Forty-one 
other  cases  were  noted  where  neither  TPH  nor  BZ  was  detected  at  the  same  location  and 
sample  depth.  These  are  not  used  in  this  analysis  because  it  is  assumed  that  there  is  no 
contamination  in  those  particular  soil  samples.  Possible  reasons  for  this  include  (1)  the 
contamination  had  evaporated,  biodegraded,  or  migrated  or  (2)  the  soil  sample  location 
was  outside  the  extent  of  the  contamination. 

There  were  three  different  samples  where  BZ  was  detected  above  the  LDL  and 
TPH  was  not  detected  for  the  same  location  and  sample  depth.  A  possible  explanation  is 
that  Method  418.1  (the  only  method  reported  for  TPH  samples)  does  not  accurately 
measure  the  lighter  fractions  of  petroleum.  Petroleum  hydrocarbons,  therefore,  may  have 
been  present  in  these  samples,  but  at  levels  below  the  LDL  for  TPH.  Another  possible 
explanation  is  that  the  detected  BTEX  constituents  migrated  to  the  sample  location  from 
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petroleum  contamination  elsewhere  in  the  soil.  These  reasons  could  explain  the  presence 
of  BTEX  in  these  three  samples 

BTEX  to  TPH  Data.  The  forty-five  BTEX  to  TPH  calculated  ratios  were 
obtained  from  samples  where  the  analytical  method  used  to  measure  TPH  concentrations 
detected  TPH  levels  above  the  indicated  LDL.  Thirty-two  separate  instances  were  noted 
where  neither  TPH  nor  BTEX  was  detected  in  the  same  sample.  These  are  not  used  in 
this  analysis  because  it  is  assumed  that  there  is  no  contamination  in  those  particular  soil 
samples.  There  were  nine  other  instances  identified  where  one  or  mcH-e  of  the  BTEX 
compounds  was  detected  above  the  analytical  method  LDL,  but  TPH  was  not  detected 
from  the  same  sample.  Six  of  these  nine  cases,  however,  had  no  detection  of  BZ.  The 
possible  reasons  for  this  are  the  same  as  previously  discussed. 

Table  20,  below,  identifies  the  distribution  of  the  BZ  to  TPH  and  BTEX  to  TPH 
ratios  calculated  for  JP-4  sites. 


TABLE  20 

RATIO  DISTRIBUTION  AT  JP-4  SITES 


!itf  [i!il 

(BTEX/TPH)*100 

Frequency 

<0.5* 

43 

<4.52*’ 

38 

>=0.5 

2 

>=4.52 

7 

TPH=0.  BZ>LDL 

3 

TPH  =  0.  BTEX  >  LDL 

9* 

•;  average  virgin  JP-4  product  BZ  %  of  JP-4  obtained 
from  the  literature  (see  Table  21) 
average  virgin  JP-4  product  BTIK  %  of  JP4 
obtained  firom  the  literature  (see  Table  21) 
only  3  of  the  9  have  BZ  >  LDL 


Statistical  Analysis  of  Ratio  Decline.  The  BZ  to  TPH  and  the  BT1EX  to  TPH 
ratios  were  analyzed  statistically  to  determine  whether  or  not  the  ratios  identified  from  the 
JP-4  site  data  are  statistically  less  than  the  average  expected  ratio  from  distilled,  airplane- 
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ready  JP-4.  The  goal  of  this  analysis  is  to  determine  if  the  assumptions  used  in  the 
California  LUFT  Guidance  and  by  Stokman  and  Dime  are  appropriate  for  JP-4 
contamination.  In  other  words,  the  assumption  that  residual  petroleum  contaminated  soil 
contains  the  same  ratio  of  BZ  and  total  BTEXs  to  TPH  as  found  in  pre-spilled  JP-4  is 
evaluated. 

Table  21  below  shows  the  average  BZ  and  BlEX  concentrations  used  for  this 
analysis  as  calculated  from  the  JP-4  composition  data  identified  from  three  sources  in  the 
literature.  The  researchers  noted  that  the  sources  listed  the  same  concentrations  of  BTEX 
found  in  JP-4.  In  other  words,  the  variance  was  zero.  Average  JP-4  ratios  were  used 
because  it  was  not  possible  to  determine  the  actual  constituent  concentrations  of  the  JP-4 
for  each  site  before  it  was  spilled.  Because  the  data  does  not  identify  when  the  site  spills 
occurred,  an  analysis  of  the  ratio  decline  over  time  was  not  conducted. 


TABLE  21 

AVERAGE  BTEX  CONCENTRATIONS  FOUND  IN  JP-4 


Constituent 

Avg.  Concentration 
by  Weight  (%) 

Benzene 

0.5 

Toluene 

1.33 

Ethyl-Benzene 

0.37 

Total  Xylenes 

2.32 

Total  BTEX 

4.52 

(»;2;20) 

The  Wilcoxin  Signed-Rank  Test  was  chosen  to  determine  if  the  decline  of  the 
weathered  product  BTEX/TPH  ratio  is  significant  when  compared  to  the  virgin  product 
ratio.  For  this  test,  the  ratios  calculated  from  the  JP-4  sites  are  subtracted  from  the 
average  virgin  product  ratio.  These  differences  (8)  are  then  ranked  in  order  of  increasing 
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magnitude  (ignoring  the  sign  of  difference  for  the  moment).  In  other  words,  the  8  with  the 
smallest  magnitude  is  assigned  a  rank  of  "1"  and  the  next  highest  magnitude  is  assigned  a 
rank  of  "2",  and  so  on.  Duplicate  in  absolute  magnitudes  of  the  8's  are  assigned  the 
average  of  the  ranks  they  would  receive  if  they  differed  slightly  from  one  another.  The 
signs  of  the  5's  are  then  restored  to  the  rankings. 

The  test  criterion  is  the  sum  of  the  positive  rankings  (§+).  The  null  hypothesis  for 
this  test  is  that  the  median  value  of  the  calculated  ratios  from  the  JP-4  site  data  is  the  same 
as  the  average  ratio  expected  from  distilled  JP-4.  The  alternative  hypothesis  is  that  the 
median  value  of  the  site  ratios  is  less  than  the  average  JP-4  virgin  product  ratios.  The 
shape  of  the  frequency  distribution  of  the  site  ratios  need  not  be  identified.  The  Wilcoxin 
Signed-Rank  test,  however,  does  assume  a  symmetric  distribution.  Under  the  null 
hypothesis,  each  rank  is  equally  likely  to  be  positive  or  negative,  but  under  the  alternate 
hypothesis,  we  expect  more  positive  than  negative  differences.  As  a  result,  a  large  value 
of  S+  is  evidence  to  conclude  the  site  ratios  are  less  than  the  virgin  product  ratios  (33:141- 
142). 

The  S4.  value  is  then  checked  against  the  rejection  region  developed  for  the  test. 
For  this  analysis,  rejection  regions  for  an  a  of  0.05  are  used.  An  a  at  this  level  limits  the 
probability  of  a  Type  I  error  to  five  percent.  A  Type  I  error  for  this  analysis  corresponds 
to  deciding  if  the  calculated  JP-4  site  data  ratios  are  strtistically  less  than  virgin  JP-4 
product  ratio  when,  in  fact,  they  are  not  Because  the  sample  size  for  this  analysis  exceeds 
twenty  (n  >  20),  has  approximately  a  normal  distribution  (14:607).  Since  this  is  the 
case  the  large-sample  test  statistic  is  given  by: 

S>  =  Za  [Os  +  jXs]  (1) 
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where  is  the  100(l-a)  percentile  from  the  standard  deviation  of  the  statistic,  Sk  is 
the  standard  deviation  of  the  statistic,  and  yLg  is  the  mean  of  the  S+  statistic.  For 
example,  for  a  equal  to  0.05,  the  P(Z  <  Z  05)  =  .95,  where  Z  represents  a  standard 
normal  random  variable.  The  standard  deviation  and  the  mean  are  defined  as  follows: 


Gs 


[n(n  +  l)(2n  4-  1)] 


24 


(2) 


n(n  4-  1) 

where  n  is  the  number  of  samples  (calculated  ratios  for  this  test). 

The  first  application  of  this  test  is  the  analysis  of  sample  BZ  to  TPH  ratios.  The 
cases  where  TPH  was  not  detected  and  one  or  more  of  the  BTEX  components  were 
detected  are  ignored.  Because  hydrocarbons  are  obviously  present,  yet  not  detected  with 

the  TPH  analytical  method,  these  cases  are  inappropriate  for  this  analysis.  Forty-five  JP-4 
samples  were  obtained  and  used  for  this  test  (n  =  45).  A  Z^^  value  equal  to  1.645  is  used 

for  this  analysis  to  limit  the  probability  of  a  Type  I  error  to  five  percent  =  1.645). 

The  null  hypothesis  (Hq)  is  that  the  5's  are  0.  This  null  hypothesis  assumes  that  the  ratios 
at  JP-4  sites  are  not  statistically  different  from  the  average  ratios  identified  for  distilled  JP- 
4.  The  alternative  hypothesis  (H^)  is  that  the  5's  from  the  JP-4  sites  are  significantly 
greater  than  0.  In  other  words,  the  ratio  declines.  The  null  hypothesis  is  rejected  in  favor 
of  the  alternative  hypothesis  if  the  sum  of  the  positive  ranks  {S+)  is  greater  than  663  which 
is  calculated  from  equation  (1)  for  Zqo,  =  1.645  and  n  =  45.  The  sum  of  the  positive 
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rankings  (S4.)  for  this  case  was  946.  This  value  is  greater  than  663  which  results  in 
rejection  of  Hq  in  favor  of  Ha- 

The  second  application  of  this  test  includes  the  three  cases  where  BZ  was  detected 
and  TPH  was  not  detected  for  the  same  sample.  The  validity  of  these  samples  is 
questionable  because  hydrocarbons  are  obviously  present  if  benzene  is  detected.  The 
authors  believe  that  the  discrepancy  is  a  analytical  methods  issue  and  could  be  ignored  for 
this  analysis.  These  cases  are,  however,  incorporated  as  worst  case  ratios  and  thus 
assigned  the  highest  magnitude  and  negative  ranks.  The  new  number  of  samples  is  fcsiy- 
eight  which  requires  a  modiflcadon  of  the  rejection  region  S+  value.  For  this  analysis  the 
Hq  rejection  region  is  for  calculated  S+  values  above  748.  The  value  calculated  tor  this 
case  is  946  which  rejects  in  favor  of  H^.  Table  22  below  sununarizes  the  statistical 
parameters  used  in  the  two  applications  of  the  Wilcoxin  Signed-Rank  Test  for  the  BZ  to 
TPH  analysis. 


TABLE  22 

JP-4  SITE  BZ  TO  TPH  RATIO  DECLINE  TEST 


Null  hypothesis;  Hq:  6  = 

0 

n  =  45  (for  first  analysis) 
n  =  48  (for  second  analysis) 

Test  statistic  value: 

=  the  sum  of  the  ranks  associated  with  positive  5 

Standard  Normal  value: 

Z„=  1.645 

Type  I  error  value: 

a  =  0.05 

Alternative  hypothesis 
Ha:5>0 

Rejection  region  for  level  alpha  test 

S+  >=  663  (for  first  analysis) 

S^.  >=  748  (for  second  analysis) 
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The  BTEX  to  TPH  ratio  decline  test  statistic  is  the  same  as  the  BZ  to  TPH  ratio 
decline  test.  For  the  initial  analysis,  the  cases  where  TPH  was  not  detected  and  one  or 
more  of  the  BTEX  components  was  detected  are  ignored.  The  number  of  ratios  obtained 

from  the  data  and  used  for  this  test  is  forty-five  (n  =  45).  The  null  hypothesis  (H^),  the 
alternative  hypothesis  (Ha),  and  are  the  same  for  this  analysis  as  the  BZ  to  TPH 

analysis.  The  null  hypothesis  is  rejected  in  favor  of  the  alternative  hypothesis  if  the  S4.  is 
greater  than  663.  The  S.+  value  determined  for  this  case  is  780  which  rejects  Hq  in  favor 
of  Ha- 

The  second  application  of  this  test  includes  the  cases  where  BTEX  was  detected 
and  TPH  was  not  detected  for  the  same  sample.  Like  the  BZ  to  TPH  analysis,  the  validity 
of  these  samples  is  questionable  because  hydrocarbons  are  obviously  present  if  BTEXs  are 
detected.  The  authors  believe  that  the  discrepancy  is  a  analytical  methods  issue  and  could 
be  ignored  for  this  analysis.  These  cases  are,  however,  incorporated  as  worst  case  and 
thus  assigned  the  highest  negative  ranks.  It  is  important  to  note  that  for  these  nine  cases 
BZ  was  delected  only  three  times.  The  new  sample  number  is  54  which  changes  the 
rejection  region  S+  value.  For  this  analysis  the  Hq  rejection  region  is  for  values 
greater  than  933.  The  §+  value  determined  for  this  case  is  780.  Because  5+  is  less  than 
933,  the  null  hypothesis  is  not  rejected  at  the  95%  confidence  level.  Table  23  below 
summarizes  the  statistical  parameters  for  the  two  applications  of  the  Wilcoxin  Signed- 
Rank  Test  for  the  B lEX  to  TPH  analysis. 
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TABLE  23 


JP-4  SITE  BTEX  TO  TPH  RATIO  DECLINE  TEST 


Null  hypothesis:  Hq-.  5  =  0 

n  =  45  (for  first  analysis) 
n  =  54  (for  second  analysis) 

Test  statistic  value: 

=  the  sum  of  the  ranks  associated  with  positive  5's 

Standard  Normal  value: 

2^=1.645 

Type  I  error  value: 

a  =  0.05 

Alternative  hypothesis 

Rejection  region  for  level  alpha  test 

Ha:  5  >  0 

S4.  >=  663  (for  first  analysis) 

S+  >=  933  (for  second  analysis) 

Cost  Savings 

As  stated  in  Chapter  IB,  the  IRPIMS  database  contains  approximately  60%  of  all 
the  sample  information  taken  as  a  result  of  Air  Force  IRP  effons.  It  is  important  to  note 
that  subsequent  data  has  been  added  to  IRPIMS  since  the  data  used  for  this  research  was 
extracted.  From  the  IRPIMS  data  analysis,  an  estimate  is  made  of  the  percentage  of  Air 
Force  petroleum  sites  that  would  require  remediation  under  a  TPH  standard  and  the 
percentage  of  sites  that  would  require  remediation  under  a  BTEX  standard.  From  these 
estimates,  the  researchers  calculate  a  range  of  cost  savings  that  could  result  if  a  BTEX 
based  standard  is  applied  to  all  Air  Force  petroleum  sites. 

Sites  with  Contaminadon  Exceeding  100  ppm  TPH.  Sixty-six  of  the  120  identified 
petroleum  contaminated  soil  sites  have  contamination  exceeding  100  ppm  TPH.  As  stated 
in  Chapter  III  and  identified  in  Chapter  IV,  100  ppm  TPH  is  used  in  this  analysis  because 
it  appears  the  most  often  as  a  recommended  cleanup  level  by  states  that  use  TPH  as  a 
cleanup  parameter  for  petroleum  contamination.  The  researchers  believe  that  the  IRPIMS 
data  is  representative  of  all  Air  Force  sites.  In  other  words,  of  the  known  petroleum  sites 
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in  IRPIMS,  55%  have  one  or  more  TPH  samples  where  the  contamination  exceeds  100 
ppm.  The  assumption  is  made,  therefore,  that  55%  of  all  Air  Force  petroleum 
contaminated  soil  sites  would  require  cleanup  action  under  a  cleanup  standard  of  100  ppm 
TPH. 

Sites  with  Contamination  Exceeding  10  ppm  BTEX.  Sixteen  of  120  identified 
petroleum  sites  have  contamination  exceeding  10  ppm  total  BTEX.  As  identified  in 
Chapter  IV,  10  ppm  total  BTEX  is  used  because  it  is  the  most  common  cleanup  level  used 
by  states  for  BTEX.  Analysis  nf  the  H?t?*  shows  that  only  13%  of  all  Air  Fuitc  pcuoieum 
contaminated  soil  sites  would  require  cleanup  action  under  a  cleanup  standard  of  10  ppm 
total  BTEX. 

Estimate  of  Air  Force  Cost  Savings.  From  the  estimated  87%  of  Air  Force 
petroleum  contaminated  sites  that  would  not  require  cleanup  under  a  BTEX  standard,  an 
estimate  of  cost  savings  in  dollars  can  be  made.  According  to  Miller,  60%  of  the  4,400 
Air  Force  hazardous  waste  contaminated  sites  (or  2,640  sites)  are  contaminated  with 
petroleum.  .Miller  also  estimates  that  the  cleanup  costs  for  each  petroleum  contaminated 
site  could  range  from  $100  thousand  to  $1  million.  A  simple  calculaticHi  (percentage  of 
sites  not  requiring  cleanup  under  a  BTEX  stamiaid,  multiplied  by  2,640  sites,  multiplied 
by  $100  thousand  ir>  $1  million)  shows  a  potential  savings  in  the  range  of  $230  million  to 
$2.3  billion.  This  estimate  provides  an  indication  of  the  magnitude  of  savings  which  may 
result  from  the  successful  negotiation  of  a  BTEX  standard  at  Air  Force  petroleum 
contaminated  sites. 

Conclusions 

The  results  of  this  analysis  clearly  indicate  that  the  BZ  and  total  BTEX 
constituents  in  JP-4  are  preferentially  weathered  when  compared  to  all  petroleum 
hydrocarbons  comprising  JP-4.  This  analysis  also  shows  that  the  IRPIMS  data  is  limited 


90 


for  certain  analyses.  From  a  cleanup  cost  perspective,  the  IRPIMS  data  analysis  indicates 
there  is  potential  for  substantial  savings  if  cleanup  of  petroleum  sites  were  based  on  a 
BTEX  standard. 

First,  the  ratios  of  BZ  to  TPH  and  BTEX  to  TPH  obtained  firom  the  data  are 
significantly  less  than  the  average  ratio  expected  from  pre-spilled  JP-4  in  all  but  one  case. 
For  three  out  of  the  four  tests,  the  analyses  indicate  a  decline  in  the  BZ  and  the  total 
BTEX  components  at  weathered  sites  with  confidence  exceeding  95%.  This  is  significant 
because  the  results  show  that  the  residual  soil  concentration  assumptions  in  the 
California  LUFT  Guidance  and  by  Sttrionan  and  Dime  are  inappropriate  for  JP-4  soil 
contamination.  Therefore,  the  assumptions  are  overly-conservative  for  BTEX.  The 
analysis  also  shows,  however,  that  in  the  BTEX  worst  case  test  (where  one  or  itwre  of  the 
BTEXs  were  detected  but  TPH  was  not  detected  for  the  same  sample),  that  it  cannot  be 
stated  witl»  95%  confidence  that  the  BTEX  constituents  weather  faster  than  all  measured 
JP-4  petroleum  hydrocarbons.  The  statement  can  be  made  however,  with  63% 
confidence,  that  the  BTEX  constituents  weather  faster  than  measured  petroleum 
hydrocarbons.  It  is  not  plausible,  however,  to  have  BTEX  and  no  TPH  measured  from  the 
same  sample.  Because  of  tfiis,  the  samples  where  BTEX  was  detected  and  TPH  was  not 
detected  could  be  ignored  and  thus  satisfy  the  95%  confidence  level. 

Second,  the  information  contained  in  the  IRPIMS  database  is  not  sufficient  to 
allow  an  analysis  of  the  relationship  of  BTEX  to  TPH  over  time  or  for  varying 
hydrogeological  site  conditions.  It  should  be  noted,  however,  that  Air  Force  Installation 
Restoration  Program  data  is  continually  being  added  to  IRPIMS  which  may  result  in  a 
successful  analysis  of  this  nature  in  the  future. 

Lastly,  the  IRPIMS  data  shows  that  76%  fewer  petroleum  sites  would  require 
action  under  a  BTEX  cleanup  standard  as  opposed  to  a  TPH  standard.  Successful 
negotiation  of  a  BZ  or  BTEX  cleanup  standard  by  Air  Force  remedial  project  managers 
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could  save  the  Air  Force  substantial  dollars  in  cleanup  costs  and  the  tracking  costs 
associated  with  active  sites.  And,  because  the  data  shows  that  the  BTEX  aromatics 
weather  faster  than  the  rmasured  total  hydrocarbons,  the  cleanup  time  required  for  these 
sites,  using  Bioventing  or  similar  remedial  technologies,  could  be  significantly  less  than  the 
time  it  would  take  if  site  cleanup  were  based  on  a  TPH  standard, 

TTie  following  chapter  concludes  the  research  process  with  a  project  summary,  a 
statement  of  significant  findings,  the  significance  of  the  research,  and  recommendations  for 
further  study. 
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VII.  Cwiclusions  and  Recommendations 


Project  Summary 

Previous  research  addressing  petroleum  contaminated  soil  cleanup  standards 
identifies  the  inconsistencies  that  exist  in  such  standards.  Research  focusing  on  the  use  of 
"total  petroleum  hydrocarbons,"  however,  is  limited.  The  need  for  a  detailed  evaluation  of 
the  use  of  TPH  as  a  cleanup  standard  has  been  supported  by  Air  Force  officials  at  the  Air 
Force  Center  for  Environmental  Excellence  and  by  members  of  the  Council  for  the  Health 
and  Safety  of  Soils  (CHESS).  This  research  fulfills  this  need. 

To  evaluate  the  TPH  standard  for  cleanup  of  petroleum  contaminated  sites,  four 
research  objectives  were  investigated  and  answered.  The  objectives  included  (1) 
characterizing  and  explaining  current  cleanup  standards  for  petroleum  contaminated  soils, 
(2)  comparing  the  application  of  a  TPH  standard  against  a  BTEX  (benzene,  toluene,  ethyl 
benzene,  and  xylene)  standard,  (3)  investigating  the  relationship  of  BTEX  to  TPH  in  soil 
at  petroleum  contaminated  sites,  and  (4)  estimating  potential  cost  savings  associated  with 
the  use  of  a  BTEX  based  cleanup  standard  verses  a  TPH  based  standard. 

The  evaluation  of  the  use  of  TPH  as  a  cleanup  standard  was  performed  through  a 
review  of  the  literature,  analysis  of  state  standards,  interviews  with  state  regulators  and 
technical  experts,  and  an  analysis  of  data  contained  in  the  Installation  Restoration  Program 
Information  Management  Systems  (IRPIMS).  The  significant  Endings  are  presented 
below. 

Statement  of  Significant  Findings 

Analysis  of  State  Standards.  An  analysis  of  state  standards  was  performed  to 
characterize  current  cleanup  standards  used  for  cleanup  of  petroleum  hydrocarbons.  From 
this  analysis,  a  substantial  variation  can  be  seen  in  the  standards  used  for  cleanup  of 
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petroleum  contaminated  soils.  TPH  is  the  most  commonly  used  parameter  for  cleanup  of 
petroleum  contaminated  soils.  Compound  specific  standards,  however,  are  accepted  and 
required  by  several  states. 

For  gasoline,  MTBE  is  the  only  commonly  used  indicator  compound,  other  than 
BTEX  and  TPH,  for  which  states  have  set  standards.  Naphthalene  and  polynuclear 
aromatic  hydrocarbons  are  the  only  indicator  compounds,  other  than  BTEX  and  TPH, 
commonly  used  by  states  for  diesel.  Chapter  IV  provides  an  analysis  of  other  indicator 
compounds  used  for  gasoline  and  diesel.  This  list  may  be  used  to  identify  compounds, 
other  than  BTEX,  which  might  be  considered  for  a  compound  specific  standard. 

Evaluation  of  the  Use  of  a  TPH  versus  BTEX  Cleanup  Standard.  Although 
several  sources  in  the  literature  state  that  TPH  should  be  used  only  for  screening,  state 
regulators  and  technical  experts  report  that  TPH  is,  in  fact,  used  for  making  risk  based 
cleanup  determinations.  The  regulators  and  experts  provide  many  advantages  which 
support  the  use  of  TPH  for  both  screening  and  as  a  cleanup  standard.  In  addition,  studies 
such  as  the  California  LUFT  manual  and  Stokman  and  Dime  research  conclude,  using 
questionable  assumptions,  that  soil  contaminated  with  100  ppm  TPH  will  not  present  risk 
to  groundwater  or  human  health.  These  studies,  however,  are  cited  by  states  and  technical 
experts  as  part  or  all  of  the  basis  for  state  standards.  These  findings  contribute  to  and 
explain  the  popularity  of  a  TPH  based  cleanup  standard. 

The  one  significant  drawback  of  TPH,  as  stated  in  the  literature  and  mentioned  by 
state  regulators  and  technical  expens,  is  that  a  TPH  standard  is  overly  conservative  and 
can  drive  unnecessary  cleanups.  The  analysis  of  Air  Force  data  maintained  in  IRPIMS 
demonstrated  that  the  use  of  a  100  ppm  TPH  cleanup  standard  may  be  overly  conservative 
because  BTEX  was  shown  to  be  preferentially  weathered  over  TPH  with  time  in  JP-4 
contaminated  soils.  The  researchers  hypothesize  that  the  same  conclusion  is  true  for  other 
types  of  petroleum  products.  Further  analysis  of  IRPIMS  information  demonstrated  that  a 
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strict  100  ppm  TPH  cleanup  standard  might  drive  soil  cleanup  for  a  significant  number  of 
sites  (55%),  yet  under  a  strict  BTEX  based  standard  only  13%  would  require  cleanup. 
These  findings  highlight  the  need  to  identify  the  appropriate  cleanup  standard  when 
addressing  petroleum  contamination. 

A  compound  specific  standard  is  one  alternative  to  a  cleanup  standard  based  on 
TPH.  It  is  shown  in  the  analysis  of  state  standards  that  some  states  use  a  compound 
specific  standard  for  cleanup  of  petroleum  contaminated  soils.  As  demonstrated,  the  use 
of  a  BTEX  based  standard  focuses  on  those  constituents  likely  to  contaminate 
groundwater  and  has  the  potential  to  reduce  cleanup  costs  due  to  preferential  weathering 
of  the  BTEX  constituents. 

Interviews  with  state  regulators  indicate  that  states  have  the  flexibility  in  their 
regulations  to  use  a  compound  specific  standard.  States  also  indicate,  however,  that  in 
order  to  justify  contamination  which  exceeds  recommended  cleanup  levels,  responsible 
parties  must  either  meet  state  specific  cleanup  criteria  or  conduct  site  specific  risk 
assessments  to  justify  less  restrictive  cleanup  goals.  Therefore,  based  on  the  sample 
interviewed,  provisions  for  flexibility  exist  but  the  ultimate  approval  is  made  by  individual 
state  regulators. 

A  significant  finding  from  these  interviews,  however,  is  that  many  interviewees  are 
not  comfortable  using  a  compound  specific  standard  without  an  accompanying  analysis  for 
TPH.  The  most  frequently  expressed  concern  is  that  a  compound  specific  standard 
ignores  the  hundreds  of  other  petroleum  hydrocarbons  in  the  soil.  Specifically,  the  lack  of 
toxicological  and  fate  and  transport  information  about  these  remaining  hydrocarbons 
yields  concern  whether  or  not  the  remaining  constituents  present  risk  to  human  health  via 
soil  ingestion  or  contamination  of  the  groundwater. 

The  literature  review  shows  that  a  gap  exists  in  our  current  understanding  of  the 
toxicity  of  longer  chained  hydrocarbons.  Information  does  exist,  however,  which  indicates 
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that  the  longer  chained  hydrocarbon  fractions  of  petroleum  are  not  as  mobile  as  the 
shorter  chained  BTEX  compounds.  Even  though  studies  exist  which  demonstrate  the  low 
mobility  and  low  potential  the  longer  chained  hydrocarbons  have  for  contaminating 
groundwater,  the  perception  by  regulators  that  these  compounds  might  present  risk  to 
groundwater  will  most  likely  be  a  challenge  to  proponents  of  a  compound  specific 
standard. 

Relationship  of  BTEX  to  TPH  over  Time.  Based  on  BTEX  and  TPH  soil  sample 
data  contained  in  the  IRPIMS  database,  this  research  has  demonstrated  that  the  ratio  of 
BTEX  to  TPH  declines  with  time.  These  results  indicate  that  the  constant  ratio  of  BTEX 
to  TPH  assumed  by  the  California  LUFT  manual  and  Stokman  and  Dime's  research  is  not 
valid.  A  conclusion  can  be  made,  therefore,  that  these  studies  use  an  overly  conservative 
estimate  of  soil  TPH  levels  which  are  protective  of  groundwater  and  human  health. 

This  work  demonstrates,  based  on  actual  field  sampling  data,  what  researchers 
have  hypothesized  intuitively;  BTEX  in  soil  contaminated  with  petroleum  is  preferentially 
weathered  with  time  as  compared  to  the  total  petroleum  hydrocarbons. 

Analysis  of  Cost  Savings.  This  research  identifies  the  relative  cost  savings  that 
would  result  if  a  BTEX  based  standard,  instead  of  a  TPH  standard,  were  required  at  all 
Air  Force  petroleum  contaminated  sites.  The  calculation  of  savings  is  made  using 
sampling  data  from  IRPIMS.  Based  on  120  identified  petroleum  sites  contained  in 
IRPIMS,  66  of  which  have  TPH  concentrations  above  100  ppm,  this  research  shows  that 
only  13%  of  those  sites  would  require  cleanup  under  a  10  ppm  BTEX  standard. 
Considering  the  IRPIMS  data  to  be  representative  of  all  Air  Force  sites,  the  findings 
indicate  that  87%  of  all  Air  Force  petroleum  contaminated  soil  sites  would  not  require 
cleanup  action  under  a  BTEX  based  standard.  This  could  result  in  dollar  savings  ranging 
from  $230  million  to  $2.3  billion. 
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Recotnrr,.  Jations 

A  compound  specific  cleanup  standard  should  be  considered  for  both  gasoline  and 
diesel.  Site  managers  should  consider  justifying  leaving  petroleum  contamination  in  the 
ground,  with  levels  of  TPH  exceeding  100  ppm,  if  the  following  conditions  are  present: 

(1)  mobile  and  risk  based  BTEX  compounds  are  not  present,  and  (2)  soil  ingestion  is  not  a 
concern.  To  justify  leaving  diesel  contamination  in  the  ground,  in  excess  of  HX)  ppm 
TPH,  the  responsible  party  must  convince  regulators  that  the  risk  associated  with  the 
longer  chained  hydrocarbons  and  multi-ringed  hydrocarbons,  including  naphthalene  and 
other  PNA's  found  in  diesel,  does  not  exist  because  of  their  low  mobility  and  low  potential 
to  contaminate  groundwater. 

Significance  of  Research 

The  analysis  of  the  relationship  of  BTEX  to  TPH  in  petroleum  contaminated  soils 
provides  evidence  that  BTEX  is  preferentially  weathered  over  TPH.  This  finding  clearly 
indicates  that  the  assumptions  used  in  the  studies  upon  which  current  soil  cleanup 
standards  for  petroleum  are  based  are  overly  conservative.  These  results  may  be  used  by 
site  managers  to  negotiate  site  cleanup  standards  based  on  either  compound  specific 
indicators  or  higher  TPH  levels.  The  analysis  of  cost  savings  which  would  result  from  the 
use  of  a  BTEX  standard  is  also  significant.  These  findings  may  also  be  used  by  site 
managers  for  negotiating  site  cleanups. 

This  research  characterizes  state  regulatory  viewpoints  on  the  application  of  both 
TPH  and  compound  specific  standards  for  soil  cleanup.  Because  previous  surveys  have 
focused  only  on  the  nature  of  state  cleanup  standards  and  have  not  characterized 
regulatory  viewpoints,  this  is  the  only  survey  of  its  kind  that  exists.  The  survey  conducted 
also  characterizes  the  flexibility  and  use  of  risk  assessments  by  state  regulators,  which  has 
not  been  done  before. 
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Finally,  the  Air  Force  has  an  initiative  to  develop  and  justify  a  health-based  cleanup 
standard  for  petroleum  contaminated  soils.  The  information  provided  here  will  assist  the 
Air  Force  in  formulating  a  position  to  address  the  regulatory  concerns  in  accepting 
compound  specific  cleanup  indicators  for  making  cleanup  detenninations. 

Recommendations  for  Further  Study 

As  a  pan  of  this  research,  twenty-five  percent  of  the  state  regulators  were 
interviewed.  This  sample  was  adequate  and  appropriate  for  characterizing  the  viewpoints 
requested  during  the  survey.  Room  exists,  however,  for  additional  work  in  this  area. 

First,  with  the  information  provided  in  this  study,  a  more  in-depth  survey  questionnaire 
could  be  developed  which  contains  quantitative  questions.  Second,  all  fifty  states  could  be 
interviewed  to  obtain  a  complete  summary  of  regulatory  perspectives. 

Because  adequate  data  did  not  exist  to  enable  the  researchers  to  evaluate  the 
relationship  of  BTEX  to  TPH  over  time  and  hydrogeological  site  conditions,  this  is 
another  area  for  further  research.  The  type  of  data  necessary  to  perform  such  as  study 
may  be  present  in  other  sources.  These  sources  include;  (1)  Air  Force  data  not  yet 
entered  into  IRPIMS,  (2)  databases  maintained  by  other  organizations  such  as  the  Army 
Corps  of  Engineers,  and  (3)  results  of  cleanup  investigations  at  both  government  and 
private  sector  petroleum  contaminated  sites. 

Similarly,  another  area  for  recommended  research  is  actual  field  tests  (in-situ)  to 
determine  the  relationship  between  BTEX  and  TPH  over  time  and  varying 
hydrogeological  and  geochemical  field  conditions.  Experiments  wc  1  be  conducted  using 
petroleum  for  which  the  exact  chemical  composition  is  known.  Defined  plots  of  soil 
would  be  contaminated  with  this  petroleum,  and  measurements  of  specific  compounds 
could  be  taken  over  time.  Through  this  type  of  study,  the  actual  weathering  rate  could  be 
calculated  as  a  function  of  time.  Different  plots  of  soil  could  be  established  with  varying 
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soil  types,  soil  pH,  cwganic  carbon  content,  and  other  hydrogeological  and  ge<x:hem!cal 
variations.  By  isolating  each  variable  condition,  the  weathering  of  petroleum,  as  a 
function  of  each  variable  could  be  calculated.  This  type  of  study  would  establish  a  bener 
understanding  to  the  scientific  community  of  the  relationship  between  BTEX  and  TPH. 

Additional  work  might  also  be  conducted  in  analyzing  the  information  contained  in 
IRPIMS.  Much  groundwater  data  from  petroleum  contaminated  sites  exist  which  might 
be  used  to  establish  general  correlation  between  contaminant  levels  in  groundwater  and 
contaminant  levels  in  soil  for  petroleum  contaminated  sites.  This  type  of  analysis  might 
provide  information  on  the  migration  of  BTEX  from  contaminated  soil  to  groundwater. 
Furthermore,  IRPIMS  could  be  analyzed  to  evaluate  the  concentrations  of  other  chemical 
compounds  present  at  petroleum  contaminated  sites. 
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Appendix:  State  Regulator  and  Technical  Expcn  Transcriptions 

State  Regulator  Interview:  Delaware 


Contact:  Pat  Ellis 

Hydrologist 

DE  Department  of  Natural  Resources  and  Environmeniai  Control 
Underground  Storage  Tank  Branch 
LUFT  investigation  and  corrective  action 


7  May  93 


2.  What  Cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 


a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 


-  Notification  level:  "any  release".  Soils  magazine  reports  detection  limits 
(minimum  laboratory  detection).  When  tanks  are  removed,  parties  must  submit  results 
no  matter  what  they  are,  agency  determines  if  anything  needs  to  be  done. 

-  Action  level:  department  has  certain  set  numbers  used  for  different  site 
categories. 


High  risk  "A"  Sites;  resource  protection  area  or  watershed  area  within  a 
certain  distance  of  public  or  domestic  wells  or  surface  water  bodies,  or  groundwater  less 
than  five  feet.  (Action  level  criteria  are  more  stringent  than  for  sites  in  Category  B  and 
will  be  determined  on  a  site  by  site  basis  by  the  Department  after  its  evaluation  of  site 
characteristics,  perceived  risks,  and  anticipated  effectiveness  of  various  remediation 
options.] 


Medium  risk  "B"  Sites:  most  sites,  moderate  risk.  Further  from  domestic 
wells  or  nobody  using  domestic  wells  in  the  area.  Six  to  eight  criteria  used  (will  send 
further  information).  Action  levels  are: 

-  100  ppm  TPH  or  10  ppm  BTEX  for  gasoline,  kerosene,  jet  fuels 

-  1000  ppm  diesel,  heating  oils,  waste  oils  (and  10  ppm  BTEX) 

-  If  exceed  either  of  these,  then  must  investigate  site 

Low  risk  "C".  Industrial  areas.  Category  not  used  very  much.  Sites  far 
from  wells.  Action  level  for  these  sites  is  less  stringent  than  for  sites  in  Category  B. 

[The  Department  will  make  the  determination  on  a  site-specific  basis  after  evaluating  site 
characteristics,  perceived  risks,  and  anticipated  effectiveness  of  various  remediation 
options.) 
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-  Cleanup  levels:  there  are  no  specific  cleanup  levels.  Closure  guidelines 
say  that  they  should  be  less  than  action  levels.  Action  levels  are  all  soil  numbers.  There 
are  no  action  levels  for  groundwater.  For  soil  cleanup  try  to  get  below  action  levels. 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 

-  No  defined  standards  for  cleanup  or  investigation  for  groundwater. 
There  never  have  been  any.  In  some  areas  will  let  someone  get  away  with  10  ppm 
BTEX  in  groundwater,  sometimes  i  ppm,  other  times  go  down  close  to  drinking  water 
standards.  It's  all  risk  based. 

-  Action  levels  are  for  soils  only.  If  department  thinks  there  is  a  problem 
with  the  number,  department  is  flexible.  Reserves  the  last  decision  in  categorizing  sites 
into  category  A,B  or  C.  Regulations  include  the  phrase  "other  department  defined 
criteria",  based  on  the  decision  of  the  department.  Department  is  always  willing  to  listen 
to  what  guy  has  to  say  as  to  why  he  has  put  a  different  risk  status  on  a  site  or  what  he 
thinks  the  cleanup  level  should  be. 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  risk  based  approach,  site  investigation  is  required  if  action  levels  are 

exceeded 


-  sites  are  categorized  according  to  sensitivity.  Department  categorizes 
into  levels  A,  B,  and  C  based  on  risk  and  possible  impact  to  things  in  the  area.  Classified 
into  one  of  three  categories,  then  look  at  action  levels  and  see  where  the  sample  results 
fall  with  respect  to  action  levels.  If  action  levels  are  exceeded,  will  go  either  to  a  limited 
investigation  which  can  be  a  couple  of  soil  borings  down  to  the  depths  of  the  tanks  or  a 
couple  of  feet  below,  or  more  detailed  investigation. 

d.  If  risk  assessment  is  used,  do^  your  state  consider  TPH  levels  in  assessing 
risk?  If  so,  in  what  respect?  If  not,  why? 

-  Yes.  If  either  BTEX  or  TPH  is  above  the  action  levels  investigation  is 
required.  In  the  cleanup,  the  department  tries  to  get  them  both  down  below  the  action 
levels. 


-  Use  both  BTEX  and  TPH  in  the  remediation,  corrective  action  phase. 
More  concerned  about  the  BTEX.  More  flexibility  with  the  TPH.  Very  site  specific.  No 
definite  answer,  frustrates  consultants  to  no  end.  After  they  do  an  investigation  they  are 
never  sure  whether  the  department  will  require  cleanup  or  will  allow  monitoring.  State 
has  flexibility  to  look  at  a  site  for  impacts...  looking  at  sensitive  receptors,  surface  water, 
subsurface  water,  vapors  into  basic.  It  is  a  risk  assessment  for  every  site. 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 
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-  Regulated  the  same  as  gasoline  and  kerosene. 

f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 

-  Not  a  lot.  It  might  be  considered  and  taken  into  account  during  the 
assessment  of  risk. 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

-  About  a  year  ago,  looked  at  changing  the  standard.  Will  want  to  look  at 

it  in  the  future. 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standard. 

-  Believe  the  standards  were  derived  from  NJ  standards. 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

- 1  know  one  thing,  we  probably  do  not  want  to  drop  the  TPH  because  we  hav<* 
frequently  found  that  you  will  remove  a  tank  and  get  the  soil  sample  results  and  have 
acceptable,  a  little  bit  above  the  action  level  TPH  levels  and  step  out  and  you'll  find  the 
BTEX!  It's  gone  a  little  farther.  I  found  one  that  went  from  non-detect  to  1000  ppm  in 
less  than  10  feet.  The  TPH  had  been  120  ppm,  though  step  out  a  few  feet,  the  TPH  will 
go  away  or  below  the  action  levels,  and  we'll  be  fine.  Found  out  that  the  TPH  did  not 
change  a  bit,  but  the  BTEX  jumped  to  over  1000  ppm.  Jumped  out  another  twenty  feet, 
found  50-60  ppm  in  the  groundwater  and  occasionally  free  product. 

-  Problem  with  not  finding  BTEX,  never  quite  sure  until  you've  looked  farther 
about  where  it  went.  Has  it  degraded,  volatilized  or  gone  down  into  the  groundwater? 

-  Of  the  many  chemicals  that  show  up  in  TPH,  there  are  many  that  present  risk  to 
human  health.  State  has  not  looked  at  specific  compounds  within  TPH  other  than  BTEX. 

-  TPH  is  used  by  the  Department  as  an  indicator,  but  likes  to  see  soil  with 
measured  TPH  levels  cleaned  up  as  well. 

-  [For  indicating  contaminate  mobility]:  TPH  is  the  less  mobile  fraction.  If  have 
gasoline,  BTEX  is  going  to  move,  but  TPH  is  an  indicator  of  what  else  is  there.  If  have 
TPH  contaminated  soil  without  BTEX,  could  have  a  long  release  over  a  long  period  of 
time  [of  BTEX]  with  the  other  hydrocarbons  left  as  a  residual. 
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5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 

-  Yes.  TPH  from  gasoline  may  mean  more  mobile  phase  somewhere  else,  and 
may  mean  a  long  release  over  a  long  period  of  time.  With  the  heating  oils  and  diesel, 
they  do  not  have  the  volatile  component,  and  TPH  analysis  represents  close  to  100%  of 
what  is  in  those  fuels.  Therefore,  could  have  a  smaller  release  and  have  a  good  size 
number. 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard. 

-  "For  cleanup,  more  worried  about  the  BTEX  based  on  health".  Most  concerned 
about  BTEX,  plus  its  more  of  the  earlier  warning  indicator,  it  moves  farther. 

-  Sometimes  seen  TPH  and  no  BTEX,  go  a  little  farther  and  find  out  where  the 
BTEX  has  gone. 

-  Disadvantages:  not  many. 

7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 

-  Department  doesn't  usually  see  TPH  broken  down,  but  naphthalene  and 
benzo(a)pyrene  would  be  considered.  MTBE  might  also  be  considered  as  an  early 
warning  indicator. 
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State  Regulator  Interview:  Minois 

24  May  93 

Contact:  I>r.  Tom  Homshaw 

Manager,  Toxicity  Assessment  Unit 
(Environmental  F^tection  Specialist) 

Office  of  Chemical  Safety 

Dlinois  Environmental  Protection  Agency 

-  Helped  establish  state  soil  standards  (and  objectives) 

2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

-  See  levels  given  in  Soils  magazine 

•  These  are  not  standards.  Standards  carry  the  weight  of  law  and  can  be  enforced. 
Thus,  levels  given  for  soil  are  objectives.  Objectives  are  levels  required  to  get  an  "all 
clean"  letter  from  the  state. 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 

Action  Levels:  any  detection  triggers  a  site  into  the  program 

Cleanup  Levels:  levels  at  which  the  state  accepts  as  "clean".  No  further 
requirements  will  be  applied  for  soils  meeting  these  levels.  Therefore,  the  property  c  n 
be  sold,  etc. 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 

-  Yes.  Two  processes  can  be  used.  (1)  Show  site  has  minimal  impact,  or 
potential  impact,  on  groundwater.  The  site  will  be  held  to  a  slightly  less  stringent 
cleanup  standard  than  the  established  cleanup  levels.  (2)  Conduct  site  specific  cleanup 
determination  which  goes  through  a  risk  management  group  within  the  agency.  Group 
can  accept  as  clean  (no  further  cleanup  required)  sites  with  extenuating  circumstances. 
Examples  include  further  cleanup  which:  (1)  would  damage  the  integrity  of  buildings  or 
existing  utility  lines,  (2)  is  too  costly,  (3)  is  physically  not  do-able  because  of  excavation 
requirements  or  limits  of  equipment  have  been  reached,  etc. 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  Not  required  but  can  be  performed  for  site  specific  cleanup 
detenninations. 
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d.  If  risk  ass^ment  is  used,  does  your  state  consider  TPH  levels  in 
assessing  risk?  If  so,  in  what  respect?  If  not,  why? 

-  State  has  looked  into  this  on  several  different  occasions,  and  every  time 
they  looked  at  it,  it  seemed  to  be  a  bad  idea  because  of  problems  with  false  negatives  and 
false  positives,  interferences  from  natural  hydrocarbons,  high  enough  detection  limits 
that  you  don't  see  the  chemicals  of  concern  (especially  benzene),  and  several  other 
problems,  both  analytical  and  technical. 

-  Not  sure  if  TPH  concentrations  are  looked  at  by  the  risk  management 
group  when  evaluating  risk 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 

-  As  a  middle  distillate  fuel  (see  standards  in  soil  magazine) 

f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 

-No 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

-  Not  sure.  There  has  been  some  "noise"  from  petroleum  marketers  and 
the  Chamber  of  Commerce  to  get  a  legislative  cleanup  level  to  replace  the  states  current 
levels.  Not  sure  where  this  is  at  this  point. 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards? 

a.  What  is  the  technical  basis  for  the  standards? 

-  Cleanup  levels  were  derived  from  either  groundwater  quality  standards 
or  groundwater  health  advisories. 

-  Used  a  very  conservative  estimate  of  how  much  contamination  can  be 
left  in  soil  in  order  to  never  present  a  threat  to  groundwater.  In  the  case  of  chemicals  that 
are  mobile  in  soil,  such  as  BTEX,  a  simplifying  assumption  was  made  that  all  of  the 
chemical  can  show  up  at  the  groundwater  interface,  undiluted.  No  type  of  dilution 
attenuation  factor  is  used.  The  groundwater  quality  standard  was  used  with  the  units 
changed  from  mg/1  to  mg/kg  which  became  the  soil  cleanup  objective. 

-  For  other  chemicals  that  are  not  mobile  in  soil,  such  as  the  PAH's,  the 
state  used  a  twenty  fold  dilution  attenuation  factor  (i.e.  multiply  the  groundwater 


105 


standard  by  twenty),  and  changed  the  units  to  mg/kg.  This  became  the  soil  objective  for 
these  chemicals. 

-  To  determine  mobility  in  soil,  state  uses  ethyl  benzene  as  the  cutoff 
chemical.  Through  experience  they've  seen  where  ethyl  benzene  is  present  in  both  soil 
and  groundwater,  and  they’re  pretty  sure  of  its  mobility  potential.  They  use  the  organic 
carbon  partition  coefficient  (KOC)  of  ethyl  benzene  as  the  cutoff  for  what  is  mobile  and 
what  is  not  mobile. 

-  Use  BTEX  and  16  priority  PAHs  as  indicator  compounds  (for  the  most 
part).  If  cleanup  is  performed  to  the  cleanup  objectives,  state  feels  confident  that  if  these 
objectives  are  met,  TICs  and  other  unknowns  will  be  cleaned  up  as  well.  This  is  another 
advantage  of  a  chemical  specific  standard. 

b.  Was  another  state's  approach  (or  specific  study)  used  in  establishing  your 
standards  (i.e.  California  LUFT  manual  or  Stokeman  &  Dime's  research)? 

-  State  looked  at  these  studies,  but  did  not  model  their  standards  after 

them. 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

Advantages:  quick,  easy,  and  cheap. 

Disadvantages:  false  negatives  and  false  positives.  Detection  limit  is  such  that  it 
cannot  be  guaranteed  that  benzene  left  in  the  soil  will  be  at  levels  protective  of 
groundwater. 

-  Not  sure  how  well  TPH  concentrations  associate  with  PAH  levels  in  the 
soil.  States  cleanup  levels  for  PAHs  (carcinogenic)  are  in  low  ppb  range.  A  TPH 
standard  will  probably  not  remove  PAHs  to  these  levels. 

-  It's  possible  that  the  petroleum  marketers  want  TPH  as  a  standard. 
Previously,  the  marketers  were  all  for  a  TPH  standard.  Their  own  consultants  told  them, 
however,  that  in  some  cases  they  will  be  in  trouble  because  of  naturally  occurring 
organics  and  also  because  TPH  detection  can  be  fooled  by  fine  particulates.  It's  possible 
to  have  soil  with  no  hydrocarbons,  but  fine  particulates  can  be  read  as  if  they  were 
hydrocarbons  (thinks  IR  detector  is  the  problem). 

5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 

-N/A 
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6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  considerations). 

Advantage:  fairly  good  confidence  that  there  will  never  be  any  groundwater 
problems  if  soil  objectives  are  met.  This  is  probably  the  big  advantage. 

-  IL's  standard  probably  drives  more  cleanup.  Evidence  of  this  fact  is  the 
petroleum  marketers  going  to  the  legislature  to  have  the  standards  changed.  Mr. 
Homshaw  is  not  sure  whether  they  want  TPH,  but  they  want  a  standard  less  strict  and 
faster  than  Illinois's  current  standards. 

-  A  lot  of  station  owners  and  petroleum  marketing  people  think  that  the 
state  is  too  conservative.  IL  has  actually  done  some  computer  modelling  (using  the 
SESOIL  model  used  by  EPA),  and  varied  a  lot  of  the  paramet'*rs  such  as  the  '^epth  to 
groundwater,  soil  types,  porosities,  etc.  In  worst  case  situations,  even  at  the  fairly 
stringent  cleanup  levels  used  by  DL,  the  studies  show  that  there  can  be  temporary 
exceedences  of  the  groundwater  quality  standards  (for  benzene  for  instance).  They’ve 
done  enough  modelling  to  convince  themselves  that  in  some  cases  the  benzene  standard 
in  groundwater  can  be  exceeded  by  leaving  5  ppb  benzene  in  the  soil.  It's  a  function  of 
the  total  depth  of  the  contamination,  distance  to  groundwater,  soil  type,  and  volatilization 
rates. 


-  State  is  fairly  convinced  they  are  on  the  right  track  as  far  as  cleanup 
levels.  It  is  up  to  the  state  legislature  at  this  point  (whether  they  will  side  with  the  state 
or  side  with  the  petroleum  marketers). 

-  State  has  experienced  a  couple  of  really  old  LUST  sites  with  a  petroleum 
odor  in  the  soil,  but  good  analytical  data  that  showed  no  BTEX,  PAHs  or  lead.  (Mr. 
Homshaw  believes)  state  decided  that  site  was  clean  enough.  There  has  only  been  a 
couple  of  sites  like  this,  however,  so  there  has  not  been  much  of  a  track  record  to  go  on. 

7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 

-  N/A  (see  list  in  Soils  magazine) 

8.  Is  there  any  other  information/considerations  you  would  recommend  we  look  at 
in  our  research? 

-  Do  not  know  of  any  off-hand. 
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State  Regulator  Intcmcw:  Kmtucky 


25  May  93 


Contact:  Mr.  Doyle  Mills 

Manager,  Underground  Storage  Tank  Branch 

Kentucky  Department  for  Environmental  Protection 

-  Worked  with  petroleunVsol vent  contaminated  soils  for  12  years  in  UST  of 

state  Superfund  program 

Ph:  (502)564-2705 

2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

-  PIDs  and  FIDs  are  used  in  the  field.  Only  when  the  PED  registers  below  50  or 
100  (whatever  they  are  comfortable  with)  then  they  send  a  sample  off  for  laboratory 
analysis.  Consultants  use  this  to  correspond  to  the  states  cleanup  levels.  One  consultant 
consistently  uses  50  ppm  (anything  below  50  ppm  he'll  send  for  laboratory  analysis)  and 
analysis  almost  always  shows  less  than  1  ppm  BTEX. 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 

-  Action  levels  are  the  same  as  cleanup  levels.  Options  for  site  with  soil 
above  the  levels  listed  below  include:  (1)  removal,  (2)  treatment  in-situ,  (3)  leaving  the 
soil  in  place  (if  cannot  be  feasibly  removed  such  as  if  it  is  under  a  building),  or  (4) 
conducting  a  risk  assessment. 

Gasoline,  kerosine,  jet  fuel:  1  ppm  BTEX 

Diesel:  1  ppm  PAH 

Waste  Oils  and  Lubricating  Oils:  10  ppm  Oil  &  Grease  * 

*  Oil  &  Grease  method  for  soil  is  3540/3550  extraction  method  with  9071 
for  analytical  method  -  measures  heavier  fractions  of  oil  and  grease) 

-  Groundwater  cleanup  levels: 

5  ppb  BTEX  and  PAHs 
5  ppm  oil  and  grease  (by  SW846) 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 

-  Yes,  if  a  risk  assessment  is  performed,  these  levels  are  not  strictly 
enforced.  However,  a  risk  assessment  may  show  that  soil  must  be  cleaned  up  to  levels 
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lower  than  the  established  cleanup  levels.  This  is  one  risk  of  performing  a  risk 
assessment. 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  Not  required,  but  allowed. 

d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in 
assessing  risk?  If  so,  in  what  respect?  If  not,  why? 

-  State  does  not  use  TPH  levels  for  assessing  risk.  Analysis  must  be 
compound  specific. 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 

-  Same  as  gasoline. 

f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 

-  No.  The  only  difference  site  age  makes  is  lower  levels  of  benzene  and 
higher  levels  of  xylene  (percentage  wise). 

-  According  to  Mr.  Mills,  from  older  sites  he's  seen  (or  will  run  into),  if 
the  site  is  really  old,  odds  are  that  the  levels  of  contamination  [BTEX]  will  be  pretty 
close  to  background.  You  will  run  into  difficulties,  however,  if  contamination  is  from 
waste  oil. 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

-  There  is  a  group  headed  by  the  University  of  Kentucky  who  is  looking  at 
the  standards.  Don't  know  at  this  time  if  they  will  recommend  change. 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards? 

a.  What  is  the  technical  basis  for  the  standards? 

-  Standards  were  set  based  on  detection  limits  of  BTEX/PAHs/oil  and 

grease 

-  Standards  were  developed  using  a  risk  assessment  from  the  technical 
assistance  section. 

-  Groundwater  and  public  health  concerns  were  used 
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-  Soil  cleanup  standards  were  based  on  compounds  that  the  state  was 
interested  in.  Chemicals  that  were  not  chemicals  of  concern  where  not  looked  at  in 
establishing  the  soil  standards. 

b.  Was  another  state's  approach  (or  specific  study)  used  in 
establishing  your  standards  (i.e.  California  LUFT  manual  or  Stokeman  &  Dime's 
research)? 


-  In  establishing  KY’s  standards,  other  approaches  were  looked  at  and 
discarded.  They  were  not  that  useful.  Many  studies  looked  at  only  one  exposure 
pathway  and  did  not  look  at  some  of  the  other  more  important  pathways.  Others  only 
looked  at  public  health  and  didn't  look  at  impact  on  groundwater. 

4.  nease  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

-  Disadvantages: 

(a) .  TPH  doesn't  tell  you  what  you  are  measuring.  All  you  have  is  a  lump 
sum  number  that  can  be  just  about  anything. 

(b) .  TPH  cannot  be  used  to  evaluate  BTEX  concentrations  unless  "wild" 
assumptions  are  used  in  estimating  BTEX  percentages  in  the  TPH  measurement  (i.e.  5, 
15,  20%  BTEX  etc).  Kentucky's  risk  assessment  personnel  will  not  even  look  at  TPH 
numbers  generated.  They  require  compound  specific  numbers. 

-  [Can  you  think  of  any  situations  where  you  would  have  TPH 
concentrations  in  the  soil  and  no  BTEX?]  Yes,  but  according  to  Kentucky  state's  risk 
assessment  experts,  TPH  will  result  from  waxes  and  paraffins.  These  do  not  present  risk 
and  KY  does  not  worry  about  them. 

-  Ran  into  situation  where  something  was  present  in  the  water  that  did  not 
show  up  as  BTEX  or  PAH.  They  requested  an  extended  8100  method  be  run  to  pick  up 
the  longer  chain  hydrocarbons,  This  method  will  detect  the  "grease"  type  hydrocarbons. 
Risk  assessment  personnel  said  "not  to  bother"  with  these  longer  hydrocarbons. 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  considerations). 

Advantages:  you  know  exactly  how  much  BTEX  is  present.  Can  base  risk 
assessment  on  real  numbers. 
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7.  [Do  you  know  if  the  people  that  are  looking  at  the  standards  are  looking  at  any 
other  chemical  compounds,  to  be  included?] 

-  No,  they  pretty  much  agree  with  the  current  list  (BTEX,  PAHs  and  oil  and 
grease  for  waste  oils. 
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Statfi-Rfieuiator  lateryitw:  Naitii  Dakota 


Contacts:  Mr.  Mark  Mittelsteadt 

Environmental  Engineer 
ND  State  Dept,  of  Health 
Division  of  Hazardous  Waste  Mgmt 

Mr.  Martin  Schock 
Environmental  Engineer 
ND  State  Dept,  of  Health 
Environmental  Health  Section 


Date  of  Interview:  6  May  93 
&  16Jun  93 


Mr.  Gary  Berreth 
UST  Program  Coordinator 
ND  State  Dept,  of  Health 
Division  of  Hazardous  Waste  Mgmt 

1.  nease  state  your  name,  title,  and  agency.  Please  describe  your  expertise  and 
experience  in  regulating  Petroleum  Contaminated  Soils  (PCSs). 

EXPERIENCE: 

-  Employed  with  the  Underground  Storage  Tank  Program  for  about  2  1/2  yrs. 

-  Duties  include:  inspection  of  underground  tank  removals,  oversees  soil  removal 
activities  at  sites,  review  site  investigation  reports. 

2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

SOIL: 

-  We  have  a  "recommended  action  level"  (RAL)  of  100  ppm  TPH  for  petroleum 
contaminated  soils 

-  This  RAL  of  100  ppm  TPH  was  adopted  in  ND  about  three  yrs  ago. 


QW: 

-  We  have  a  RAL  of  5  ppb  benzene  and  .‘>00  ppb  TPH  for  groundwater,  (The 
groundwater  standards  are  set  by  the  Division  of  Water  Quality.) 

-  These  levels  apply  to  (for  both  soil  and  GW)... 

-  motor  fuels 
--  jet  fuels 

-  distillate  fuel  oils  (diesel,  gasoline,  etc) 
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-  residual  fuel  oils 

--  lubricants 

-  petroleum  solvents 

-  used  oils 

-  For  the  most  part,  cleanup  is  site  specific. 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 

-  Recommended  action  levels  are  levels,  if  exceeded,  where  ND  may 
require  further  action.  The  criterion  that  we  look  to  determine  what  further  action  is 
necessary  is  outlined  in  ND's  "Cleanup  Action  level  Guidelines  for  Gasoline  and  other 
Petroleum  Hydrocarbons",  (see  2c.  below] 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 

-  What  we  require  for  action  is  flexible.  Our  cleanup  decisions  are  on  a 
site-by-site  basis,  [see  2c.  below  for  criterion] 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  ND  does  not  have  anything  written  as  far  as  risk  assessment  is  concerned 
(as  it  applies  to  soil  cleanup). 

-  We  look  at  each  site  on  a  case  by  case  basis.  "Under  all  circumstances, 
cleanup  decisions  are  made  on  a  site-by-site  basis  and  take  into  consideration  the  nature 
of  the  release  and  the  site."  All  decisions  include  the  following  factors:  (the  following 
info  was  extracted  from  ND's  "Cleanup  Action  level  Guidelines  for  Gasoline  and  other 
Petroleum  Hydrocarbons"  (pg.  1),  sent  by  Mr.  Mark  Mittelsteadt] 

(1)  location  of  the  site  in  relation  to  surrounding 
population 

(2)  the  presence  of  free  product 

(3)  the  presence  and  proximity  of  municipal  utilities 

(4)  the  potential  for  migration  of  vapors 

(5)  the  hydrogeology  of  the  site  and  groundwater  use 

(6)  the  use  and  location  of  wells  potentially  affected  by 
the  release 

(7)  the  future  site  use 

-  In  the  event  of  contamination  above  the  RAL,  we  normally  require  a 
"site  assessment  plan"  from  the  responsible  party  which  addresses  the  above  criterion. 
Usually  consultants  prepare  the  "site  assessment  plan"  for  the  responsible  party. 
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-  We  require  the  responsible  party  to  develop  a  "cleanup  action  plan"  for 
our  approval  before  cleanup  actions  are  taken. 

d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in 
assessing  risk?  If  so,  in  what  respect?  If  not,  why? 

-N/A 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 

-  Again,  we  100  ppm  TPH  as  an  "action  level"  for  all  petroleum 

contamination. 

f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 

-  Not  normally. 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

-  Not  aware  of  any  plans  to  change  our  levels. 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards? 

- 1  believe  ND  looked  at  other  state's  soil  cleanup  requirements  and  based  the  100 
ppm  TPH  RAL  on  that. 

[Is  your  state's  soil  cleanup  standard  connected  to  your  state's  GW  standard?] 

- 1  do  not  know  of  a  connection,  but  you  may  want  to  check  with  the  division  of 
Water  Quality. 

a.  What  is  the  technical  basis  for  the  standards? 

- 1  do  not  know  of  any. 

b.  Was  another  state's  approach  (or  specific  study)  used  in  establishing  your 
standards  (i.e.  California  LUFT  manual  or  Stokeman  &  Dime's  research)? 

-  We  looked  at  what  other  states  were  doing  at  the  time  we  established  our 
"action  level".  We  looked  at  a  published  state  survey  on  petroleum  cleanup  standards 
(may  have  been  Dr.  Kostecki's  survey  but  not  sure). 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 
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ADVANTAGES: 


-  You  have  standard  laboratory  methodology  procedures  available. 

-  With  a  TPH  standard  is  that  you  are  looking  at  the  entire  range  of 
petroleum  compounds  as  opposed  to  just  BTEX.  If  you  use  just  BTEX  for  youi  cleanup 
standard.. .you’ll  possibly  be  leaving  behind  some  of  the  heavier  fractions. 

-  [Mr.  Barreth]  TPH  gives  a  target-a  number  that  you  can  shoot  for  in 
cleaning  up  sites 

DISADVANTAGES: 

-  [Mr.  Barreth]  "I  do  not  think  that  the  TPH  analytical  procedure  is 
necessarily  representative  of  the  contamination  that  is  in  the  soil." 

-  [Mr.  Barreth]  So  much  is  dependent  on  the  analytical  technique  and  the 
nature  of  the  soil  itself. 

a.  Comment  on  use  for  measuring  risk. 

-  [Mr.  Schock]  Not  really.  You  have  to  know  all  of  the  site  characteristics 
in  order  to  know  the  risk  associated  with  the  contamination. 

b.  Comment  on  use  for  indicating  contaminant  mobility. 

-  TPH  does  not  indicate  contaminant  mobility. 

-  Site  specific  factors  must  be  considered. 

5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 

-  [Mr.  Schock]  I  think  different  levels  are  appropriate,  but  I  am  not  sure 
technically  how  you  would  arrive  at  those  different  levels. 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  considerations). 

ADVANTAGES: 

-  [Mr.  Schock]  In  a  general  sense,  such  standards  would  be  more 
specifically  related  to  the  constituents  of  concern. 
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-  [Mr.  Barreth]  It  directly  reflects  the  known  toxic  compounds  that  highest 
toxicity  or  detrimental  effects. 

-  [Mr.  Mittelsteadt]  With  a  BTEX  standard  you  are  dealing  with 
constituents  that  are  well  studied  and  a  lot  is  known  about  their  characteristics. 

DISADVANTAGES: 

-  Focusing  on  specific  contaminants  for  one  petroleum  product  may  not 
apply  to  other  petroleum  products.  Therefore,  the  concern  is  that  some  potentially 
hMTuful  constituents  will  be  overlooked. 

7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 

-  [Mr.  Barreth]  I  am  not  that  knowledgeable  on  the  chemistry  of  petroleum  to 

answer. 

8.  Is  there  any  other  information/considerations  you  would  recommend  we  look  at 
in  our  research? 

-  "I'll  send  you  a  document  titled  "State  of  Action  Level  Guidelines  for  Gasolines 
and  Petroleum  Hydrocarbons"  which  will  explain  our  RAL’s  and  the  criteria  we  used  in 
evaluating  cleanup  actions  at  sites, 

-  You  might  talk  to  some  other  people  in  our  office  such  as... 

-  Martin  Schock  (former  director)  701-221-5170 
or  Gary  Barreth 
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state  Regulator  Interview:  New  Mexico 


10  May  93 


Contact:  Mr.  Keith  Fox 

NM  Environmental  Department,  UST  Bureau 
Health  Program  Manager 
-  Three  years  working  with  the  regulations 

2.  What  deanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 

-  Action  Level:  notification  is  required  if  contamination  is  suspected. 
Action  is  required  if  a  head-space  reading  is  over  100  ppm.  If  inspectors  find  this  level 
they  will  turn  the  site  in  as  a  release. 

-  Soil  Cleanup  Levels:  these  are  strict  cleanup  levels.  Sites  must  be 
cleaned  up  to  these  levels  unless  they  meet  one  of  the  exemptions  below. 

Gasoline:  -  Laboratory:  10  ppm  benzene 

50  ppm  total  aromatic  hydrocarbons 

-  Field  screening:  100  ppm  (using  an  OVA) 

Diesel:  lOOppmTPH 

-  Water  Cleanup  Levels: 

Gasoline:  10  ppb  benzene 

620  ppb  toluene 
750  ppb  ethyl  benzene 
620  ppb  total  xylenes 

30  ppb  total  naphthalenes  including  all  monomethyl 
naphthalenes 
100  ppb  MTBE 
0.7  ppb  benzo(a)pyrene 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 

-  Soil  does  not  have  to  be  remediated  if  the  site  meets  on  of  these  criteria. 
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(1)  Groundwater  below  the  soil  is  10,000  TDS  or  greater 

(nonpotable  water). 


(2)  The  documented  clean  interval  of  clean  soil  is  50  feet  or 
greater.  Need  a  50  foot  interval  between  the  extent  of  contamination  and  groundwater, 
or  greater. 


(3)  "If  it  is  found  by  a  preponderance  of  the  evidence  that  methods, 
technologies,  operations,  and  procedures  usai  by  the  owner/operaior,  although  not 
conforming  to  a  regulation  will  in  fact  protect  health,  the  public  welfare,  and  the 
environment  to  a  degree  which  is  equal  to  or  greater  than  that  which  is  provided  by  the 
regulations".  This  is  the  mechanism  by  which  owners/operators  can  incorporate  risk 
based  risk  analysis  as  remediation  technologies. 

-  Have  not  seen  many  of  these  exemptions.  Mr.  Fox  has  seen  only  one 
which  the  state  did  not  allow,  and  has  heard  of  a  couple  of  others  that  have  been 
recommended  but  not  formalized.  Mr.  Fox  believes  that  this  exemption  will  become 
more  popular. 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  Not  required,  but  is  allowed.  See  above.  Risk  assessments  have  only 
been  proposed  once  or  twice  in  the  state.  They  are  relatively  new  and  fairly  unused. 

d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in  assessing 
risk?  If  so,  in  what  respect?  If  not,  why? 

-  Would  be  considered  for  any  of  the  heavier  hydrocarbons,  but  would  not 
be  required  for  gasoline. 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 

-  As  a  heavy  fuel.  Would  require  TPH  analysis. 

f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 


-No. 


g.  Does  your  state  have  plans  to  change  the  standard?  -  No 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standard. 

a.  What  is  the  technical  basis  for  the  standard? 
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-  Benzene  is  used  for  gasoline  because  of  the  health  risks  associated  with 
it.  Benzene  is  singled  out  as  an  indicator  under  the  assumption  that  if  the  standard  for 
benzene  is  not  exceeded  then  the  rest  of  the  aromatic  hydrocarbons  will  not  exceed  risk 
levels.  Also,  the  standard  for  benzene  will  be  the  toughest  standard  to  meet 

-  MTBE  is  more  of  an  indicator  compound  standard,  rather  than  a  health 
based  standard.  Current  toxicity  information  on  MTBE  shows  that  there  are  no  health 
effects  associate  with  MTBE. 

-  The  current  standards  were  established  through  a  thorough  review  of 
existing  literature,  data,  and  EPA  studies  done  in  the  late  80’s  on  both  health  risks  and 
migration  of  compounds  in  the  soil.  Found  that  100  ppm  by  field  analysis  and  50  ppm 
by  laboratory  analysis  were  good  numbers  to  represent  migration. 

-  Standards  were  established  to  be  protective  of  groundwater,  "priority 
was  placed  on  groundwater  protection". 

-  Most  of  the  work  done  is  done  through  field  screening.  NM  assumes 
that  if  TPH  is  present  in  the  soil,  it  will  be  identified  through  field  screening. 

b.  Was  another  state's  approach  (or  specific  study)  used  in  establishing  your 
standards  (i.e.  California  LUFT  manual  or  Stokeman  &  Dime's  research)? 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

Advantage: 

-  It  is  a  conservative  number,  the  testing  method  measures  a  stretch  of 
hydrocarbons  (a  large  number).  It  somewhat  over-estimates  the  presence  of  the 
carcinogenic  compounds  regulated  in  groundwater  (aliphatics  and  aromatics) 

-  TPH  is  a  broad  number  that  applies  to  all  types  of  compounds.  It  is 
good  for  different  mixtures  such  as  waste  oil,  kerosene,  and  diesel  that  do  not  have  target 
compounds  such  as  BTEX  (which  is  in  gasoline).  TPH  can  be  used  to  quantify 
contamination. 

Disadvantages: 

-  Test  methods  can  be  questionable  as  far  as  the  aromatics  are  concerned. 
Preparation  can  volatilize  the  compounds.  Therefore,  only  appropriate  for  the  heavier 
compounds. 

a.  Comment  on  use  for  measuring  risk. 


119 


-  TPH  can  measure  risk  to  a  certain  extent.  The  question  is  what 
represents  an  acceptable  risk  and  what  doesn't.  Understanding  is  that  high  TPH  standards 
have  been  proposed  as  acceptable  (up  to  1,0(X)  ppm). 

b.  Comment  on  use  for  indicating  contaminant  mobility. 

-  Can  be  used  to  determine  mobility  potential.  There  will  be  certain  levels 
of  TPH  where  it  will  indicate  mobile  components  or  not  so  mobile  components.  This  is 
the  basis  for  the  state's  50  foot  rule. 

5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 

-  Not  for  gasoline  vs  diesel,  because  TPH  is  not  an  appropriate  test  for  gasoline. 

-  For  diesel  vs  kerosene  NM  does  not  have  a  different  standard.  State  would  be 
open  to  consider  different  numbers,  such  as  if  kerosene  was  shown  at  a  site  to  have  a  low 
number  of  aromatics. 


•  [Do  you  feel  one  standard  for  TPH  would  be  appropriate  for  all  different 
petroleum  products?]  Yes,  at  least  as  an  initial  cut  for  cleanup  vs  non-cleanup. 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  considerations). 


Advantage: 

-  Standard  is  helpful  when  you  have  a  known  quantity  and  health  hazard 
associated  with  a  specific  compound.  You  can  use  a  lot  more  of  the  toxicological  data 
for  the  compound  to  evaluate  risk. 

-  Can  do  a  risk  analysis  based  on  a  certain  number  and  get  a  calculated 
risk 

-  Easy  to  enforce 
Disadvantages: 

-  BTEX  standard  for  gasoline  definitely  increases  costs.  It  is  justified 
(such  as  in  Michigan  whcic  there  is  a  concern  for  groundwater  that  must  be  controlled). 
On  the  other  hand,  you  really  have  to  have  a  mechanism  to  allow  a  risk  analysis  and 
monitoring  only  as  a  remediation  option  where  there  is  no  receptor. 


7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 


-  BTEX  for  gasoline 
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-  Considered  naphthalene  for  diesel.  Currently  TPH  has  been  acceptable  for  the 
heavier  hydrocarbons.  NM  has  not  seen  the  need  for  trying  to  enforce  other  specific 
standards. 
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State  Regulator  Interview:  New  York 


Date-  12  May  93 


Contact:  Mr.  Frank  Peduto 

N.Y.  State  Department  of  Environmental  Conservation 
Division  of  Spill  Prevention,  Response  and  Remediation 
Section  Chief,  Technology  Evaluation  Section 
(Investigates  Remediation  Technologies  in  the  Cleanup  of  Petroleum 
Contaminated  Media) 

2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

-  Standards:  are  compound  specific.  Soils  magazine  left  off  all  of  the  exponents 
in  their  report  (i.e.  recommended  cleanup  level  for  benzene  should  be  24  ppm). 

-  TPH  analysis  is  not  used  for  regulatory  compliance,  but  is  encouraged  for  use  as 
a  screening  tool. 

-  Notification:  any  spill  of  petroleum  must  be  reported,  no  minimum  amount. 
Reason  is  because  tanks  leak  in  gallons/hour  or  day.  No  way  of  determine  how  long  this 
has  been  taking  place.  If  tank  test  shows  in  excess  of  0.05  gallons  per  hour  it  is 
considered  a  leaking  tank  or  a  spill.  (Quantity  of  a  spill  or  leak  is  not  indicative  of  serious 
situation. 

-  If  there  is  no  evidence  of  contamination  upon  removal  of  a  spill,  no  action  is 
required.  Sampling  is  required  only  if  contamination  exists.  Sampling  includes  samples 
taken  from  the  side-walls  and  bottom  of  the  excavation. 

-  Screening:  NY  allows  any  technical  tools  from  visual  observation  to  wet  lab 
analysis,  depending  on  the  extent  of  contamination.  TPH  is  allowed  for  screening. 

-  Investigation:  purpose  is  to  characterize  the  extent  of  contamination.  NY  does 
not  require  soil  gas,  but  may  recommend  it.  Purpose  of  investigation  is  to  define  the 
plume  and  confirm  with  monitoring  wells.  No  definitive  requirements.  Site  specific. 
State  does  not  define  specific  requirements  because  different  sites  have  different 
requirements  for  characterization. 

-  Responsible  parties  must  present  a  remediation  plan  which  must  be  reviewed 
and  approved.  Plan  must  identify  a  monitoring  plan,  remediation  technique,  and  other 
specifics. 

-  Parties  performing  cleanup  commonly  used  E418.1  and  8015  MOD.  These 
methods  are  not  specifically  recommended  by  NY. 
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a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 

-  Action  Levels;  NY  state  has  no  action  levels.  State  uses  cleanup  levels. 

-  Cleanup  Levels:  the  levels  required  by  the  state  are  exclusive  for 
excavated  soils.  NY  is  developing  one  now  for  in-situ  soils.  Right  now,  NY  applies 
what  they  have  for  excavated  soils  as  a  goal  for  in-situ.  The  levels  for  excavated  soils  are 
strict  and  must  be  met. 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 

-  Ex-situ  soil  standards  are  used  as  a  goal  for  in-situ  soil.  The 
environmental  sensitivity  of  the  area  is  looked  at.  Remediation  for  in-situ  soil  is  site 
specific.  State  is  beginning  to  work  on  regulations  for  in-situ  soil.  These  regulations 
will  address  such  issues  as  the  depth  to  groundwater  and  distance  to  down-gradient  wells, 
and  whether  the  site  is  above  a  primary  aquifer. 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  NY  is  just  beginning  to  look  at  risk  assessments  for  sites  contaminated 
with  petroleum.  Risk  assessments  are  not  encouraged  from  the  standpoint  that  NY 
expects  responsible  parties  to  clean  up  the  site  as  much  as  possible.  Mr  Peduto  believes 
risk  assessments  should  follow  only  if  the  technology  to  clean  the  site  is  not  available  or 
the  cost/benefits  to  clean  up  are  not  reasonable. 

-  Another  approach  (encouraged  by  private  industry),  however,  is  to 
conduct  the  risk  assessment  first  to  establish  a  target  cleanup  level.  A  site  is  then  cleaned 
to  that  level.  Mr  Peduto  questions  that  if  you  can  do  better,  why  should  you  stop  at  the 
risk  based  level?  Risk  assessment  values  are  less  stringent  in  almost  all  cases. 

-  NY  has  a  specific  law  that  cleanup  must  be  to  pre-spill  conditions.  If  NY 
really  wanted  to  enforce  this  law,  it  could.  This,  however,  is  unreasonable,  especially  in 
the  case  of  groundwater  contamination. 

-  Problem  with  risk  assessments  is  the  current  reliability  of  the  methods 
used  to  conduct  an  assessment.  For  instance,  for  models  used  reliability  concerns 
include:  how  good  is  the  model,  how  much  variability  exists  between  different  models, 
and  what  the  model  considers.  There  is  currently  little  proof  that  models  predict  what 
will  actually  take  place. 

-  NY  is  proceeding  cautiously.  Believes  that  risk  assessments  are  going  to 
happen  and  that  they  make  sense. 
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-  Something  similar  to  a  risk  assessment  »s  currently  used  by  NY.  For 
instance,  NY  allows  monitoring  if  cleanup  at  a  site  has  proceeded  to  a  certain  point,  the 
technology  to  clean  up  further  is  limited,  and  there  are  no  significant  impacts  from  the 
site.  Thus,  the  levels  established  under  this  approach  are  remediation  based  cleanup 
levels.  NY  has  the  authority  to  allow  a  responsible  party  to  halt  remedial  efforts  if 
warranted. 

d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in  assessing 
risk?  If  so,  in  what  respect? 


-No 


e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 

-  Same  as  fuel  oil 

f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 


-No 


g.  Does  your  state  have  plans  to  change  the  standards? 

-  Standards  are  being  reviewed.  Soil  cleanup  levels  are  being  reviewed. 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards. 

a.  What  is  the  technical  basis  for  the  standards? 

(1)  Protection  of  groundwater.  Groundwater  standards  exist  for 
contaminates.  Soil  standards  were  established  based  on  the  of  the  contaminates  to 
leach  to  groundwater.  TCLP  extraction  method  is  used  to  indicate  the  leachability.  The 
standards  are  groundwater  values  but  are  also  a  standard  for  leachate  from  contaminated 
soil  (i.e.  the  extract  from  soil  used  in  the  TCLP  extraction  process  is  analyzed  for 
comparison  against  the  standards).  A  basic  assumption  was  used  that  all  soil  is  at  the 
soil/water  interface.  The  standard,  therefore  is  conservative. 

-  Method  8021  (8020)  is  used  to  analyze  the  extract  from  the  TCLP. 

-  TCLP  test  involves  mixing  the  soil  with  a  light  acid  solution,  and 
spinning  the  mixture  for  eighteen  hours.  For  volatiles,  the  mixture  is  put  into  a  zero 
headspace  extractor.  The  liquid  extract  is  what  is  analyzed  by  method  8021/8020. 
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-  NY  is  concerned  about  whether  the  contaminate  leaches.  If  it  doesn't 
leach,  then  it  is  fine  for  it  to  be  bound  up  in  the  soil.  If  bound  in  the  soil  it  satisfies  the 
protection  of  groundwater  criteria. 

-  In  NY,  all  groundwater  is  considered  potable.  Standards  were  to  be 
protective  of  potable  groundwater. 

(2)  Protection  of  human  health. 

-  Health  based  standards  for  soil  are  a  straight  concentration  of  the 
substance  in  the  soil  (not  an  extraction  like  the  standards  for  groundwater). 

'  standards  are  EPA  numbers  that  are  (basically)  based  upon  ingestion. 
Strict  standards  exist  for  the  fuel  oils.  There  are  carcinogens  in  the  fuel  oils  (like  the 
PAHs)  that  if  they  are  present  and  are  above  the  standard,  they  are  difficult  to  remove. 
These  do  not  appear  in  all  instances  (of  fuel  oil). 

-  Standards  are  strict,  and  some  are  set  at  levels  below  the  detection  limits. 
NY's  position  is  that  in  the  cases  of  standards  below  detection  limits,  a  site  can  satisfy  the 
standard  if  contaminate  levels  are  below  detection  limits. 

-  Standards  were  established  in  conjunction  with  NY  Health  Department, 
and  human  health  evaluation  of  the  chemicals. 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard: 

-  Advantage;  expedient.  "People  want  to  use  TPH  because  it's  cheap  and  because 
it's  quick". 

-  Disadvantage:  measurement  is  inaccurate.  There  is  no  scientific  basis  in  the 
number.  Mr.  Peduto  believes  the  number  came  out  of  NJ.  This  state  was  the  first  to 
establish  any  kind  of  number.  Many  others  jumped  on  the  bandwagon.  NJ  now, 
however,  does  not  even  use  the  100  ppm  standard.  The  standard  is  not  scientifically 
based. 


-  Mr  Peduto  has  seen  sample  results  where  the  total  BTEX  has  been  higher  than 
the  levels  of  TPH  measured.  This  was  in  several  samples. 

6.  nease  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard. 

-  Advantage;  much  more  protective  of  human  health.  Better  handle  on  what  is 
going  on  in  both  the  groundwater  and  the  soil. 
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-  Disadvantages:  cost  and  time  for  lab  analysis.  Cost  is  the  biggest  disadvantage, 
however. 

7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 

-  See  list  in  Soils  Magazine 
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State  Regulator  Interview:  Pennsylvania 


Contact: 


Date:  21  May  93 

Mr.  Doug  Cordelli 

Storage  Tank  Program 

PA  Department  of  Environmental  Resources 

Hydrogeologist 

-  Assisted  in  establishing  regulations,  assisted  in  Department  review  and 
position  on  State  Statute  for  UST  program 


2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  related. 


Cleanup  Levels  for  Gasoline: 

Level  A:  this  is  the  cleanup  level.  The  department  accepts  this  level  as 
"clean".  Soil  meeting  this  level  is  classified  as  "clean  fill".  The  department  has  stated  in 
their  policy  that  they  would  consider  sites  meeting  this  level  as  a  clean  site.  The  levels 
stated  in  Soils  magazine  are  the  "A"  levels. 

Level  B:  values  are  one  order  of  magnitude  higher  than  the  "A"  values.  If 
soil  levels  are  greater  than  the  "A"  levels,  but  less  than  the  "B"  levels,  a  site  is  not 
considered  a  clean  site.  However,  the  state  will  allow  a  responsible  party  to  stop  cleanup 
or  not  initiate  cleanup  if  certain  management  practices  are  met.  These  practices  include 
keeping  the  volume  of  soil  from  groundwater  or  surface  water,  or  direct  contact  with 
humans.  Buffer  zones  must  be  established.  One  such  buffer  zone  would  be  four  feet  of 
clean  soil  (level  "A"  or  below)  must » xist  between  the  level  "B"  zone  and  the  seasonal 
high  water  level  for  the  site.  There  are  others  for  surface  water,  sink  holes,  wetlands, 
outcrops,  etc. 


Level  C:  policy  is  somewhat  ambiguous.  Levels  an.;:  0.4  ppm  benzene, 
90  ppm  toluene,  90  ppm  ethyl  benzene,  100  ppm  total  xylene®,  no  value  f  or  TPH.  If  a 
site  is  in-between  the  "B"  and  "C"  values,  some  sort  of  justuTcation  must  oe  submined  for 
why  the  site  cannot  be  cleaned  to  level  "B"  and  how  the  environment  and  public  health 
will  be  protected. 

Over  Level  C:  unacceptable.  Soil  must  be  removed  or  remediated  to 
level  "C"  at  a  minimum. 

-  Waste  Oil  and  Blended  Heating  Oils:  regulated  differently  than  gasoline.  There 
are  no  established  cleanup  values.  Cleanup  is  handled  on  a  case  by  case  basis. 
Regulations  require  that  responsible  parties  must  clean  up  everything.  The  driving  force 
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behind  all  cleanup  is  the  protection  of  groundwater  and  the  department  has  a  policy  of 
non-degradation.  For  gasoline  the  non-degradation  policy  was  used  to  establish  the 
cleanup  values  which  allow  people  to  not  clean  up  everything. 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  ntH? 

-  The  levels  are  flexible  on  a  site  specific  basis.  If  site  specific  values  are 
used,  and  a  risk  assessment  is  conduct«l,  the  departn^nt  may  approve  different  cleanup 
values  on  an  individual  site  basis. 

-  The  level  "B"  100  ppm  TPH  cleanup  level  is  a  nonflexible  level  unless  a 
party  submits  a  risk  assessment  that  shows  that  the  levels  at  the  site  will  not  cause 
degradation  of  groundwater. 

c.  Is  risk  assessment  required  for  deanup  of  PCS?  If  so,  when? 

-  A  party  can  do  a  risk  a$S(  sment  to  come  up  with  site  specific  values, 
different  than  the  values  the  department  has  established  [which  will  be  considered  by  the 
department]. 


-  Risk  assessments  are  allowed.  In  the  past  the  department  did  not  allow 
risk  assessments  because  in  the  majority  of  the  cases  risk  assessments  were  used 
improperly.  People  used  them  as  justification  to  not  do  anything  or  to  only  reach  a  value 
currently  met  as  opposed  to  using  the  risk  assessment  to  clean  up  to  the  lowest  levels  that 
can  be  met. 

d.  If  risk  assessment  is  used,  does  ymir  state  consider  TPH  levels  in 
assessing  risk?  If  so,  in  what  respect?  If  not,  why? 

-  For  heavy  fuels,  TPH  levels  arc  looked  at.  In  addition,  for  waste  oils  or 
blended  fuels  the  state  looks  at  metals  analysis,  PCB's,  either  TOX  or  PAH's.  A 
responsible  party  that  has  this  type  of  release  would  be  responsible  for  conducting  a  full 
priority  pollutants  scan.  State  has  had  problems  with  people  selling  a  "blended"  heating 
oil  that  supposedly  meet  specifications  but  they  had  blended  in  hazardous  waste. 

-  No  target  levels  have  been  set  by  the  department  for  PAHs.  Site 
specific  levels  can  be  established  for  a  site  using  risk  assessment. 

-  [If  levels  of  metals,  PAHs,  etc.  were  low,  and  met  standards,  if  levels  of 
TPH  were  high  would  the  TPH  levels  drive  cleanup?]  Yes,  TPH  would  drive  cleanup. 
[Why?]  Because  PA  has  not  established  cleanup  values  for  any  other  substance  other 
than  BTEX  and  TPH. 
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-  [Would  TPH  levels  drive  cleanup  of  jet  fuel  if  BTEX  levels  met  standards 
and  TPH  was  above  100  ppm?l  Yes,  if  BTEX  didn't  exist,  TPH  values  would  be  used 
as  a  surrogate  to  represent  all  other  hydrocarbons  in  the  petroleum  because  there  s  no 
established  cleanup  values  for  any  other  compounds.  The  department  would  be  open  to 
reviewing  a  risk  assessment  and  negotiating  a  cleanup  value  for  other  hydrocarbons.  If  a 
risk  assessment  is  not  performed  to  establish  other  hydrocarbon  cleanup  values,  however, 
the  TPH  level  would  drive  cleanup. 

-  [Do  you  know  of  any  instances  where  a  risk  assessment  has  been  performed 
in  PA  and  the  state  approved  of  leaving  values  above  100  ppm?]  Since  the  policy  has 
been  established  (Oct  91),  the  state  has  not  allowed  anyone  to  leave  soil  with 
concentrations  of  TPH  much  greater  than  100  ppm  TPH  because  not  many  have  done  the 
risk  assessments.  They  just  do  not  want  to  put  the  money  into  it.  The  state  says  100  ppm 
and  people  have  been  removing  or  remediating  to  this  level. 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 

-  the  same  as  gasoline. 

f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 

-No! 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards? 

a.  What  is  the  technical  basis  for  the  standards? 

-  Cleanup  values  were  established  by  a  department  risk  assessment.  The 
values  are  generic  values  to  be  applied  to  any  petroleum  release  that  is  a  virgin  fuel,  these 
apply  to  any  release. 

-  In  the  risk  assessment  conducted  by  the  state,  the  state  studied 
concentrations  of  BTEX  that  could  be  left  in  place.  They  did  not  study  TPH  levels 
because  "there  is  no  toxicological  data  that  can  be  applied  to  TPH  levels,  so  you  cannot 
do  a  risk  assessment".  "TPH  is  a  host  of  chemicals  that  are  going  to  have  different 
physical  properties".  This  is  why  there  is  no  "C"  value  for  TPH. 

-  Model  used  is  a  Department  model  which  utilized  data  from  Pignatellc 
(1990),  desorption  kinetics  equations  from  Brusseau  (1990/1991),  and  mass  balance 
equations  from  Frenstra  (1991). 
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-  The  "A"  values  are  based  on  the  detection  limits  of  method  8020.  If  soil 
is  contaminated  at  level  "A"  values,  according  to  the  fate  and  transport  models  used,  the 
soil  would  not  contaminate  water  to  the  point  that  it  would  be  detectible.  Thus  the  states 
groundwater  protection  strategy  of  non-degradation  would  be  met.  The  standards  are 
based  on  protection  of  groundwater. 

-  Soil  at  level  "B"  would  cause  a  detectable  degradation  of  groundwater  if 
the  soil  was  in  direct  contact  with  water.  With  the  four  foot  buffer,  however,  the  soil 
would  not  cause  a  detectable  degradation  of  groundwater. 

-  TPH  values  were  established  strictly  on  the  basis  of  the  method  detection 

limits. 


-  The  level  "C"  values  are  based  on  protecting  water  (to  the  MCL)  that  is 
in  direct  contact  with  soil  contaminated  to  level  "C".  Theoretically,  soil  that  is 
contaminated  to  level  "C"  will  not  leach  contaminates  into  the  water  and  create  levels 
above  the  MQ^.  There  are  no  values  for  TPH  because  there  is  not  an  MCL  for  TPH. 

b.  Was  another  state's  approach  (or  speciflc  study)  used  in  establishing  your 
standards  (i.e.  California  LUFT  manual  or  Stokeman  &  Dime's  research)? 

-  No.  The  California  LUFT  manual  and  Stokeman  &  Dime’s  research 
were  used  as  resources  however. 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

Advantages:  cost  and  ease  of  use.  Can  be  used  as  a  surrogate  to  measure  a  lot  of 
parameters. 


-  [Comment  on  use  for  measuring  risk.]  TPH  cannot  be  used  to 

measure  risk. 

5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 

-  No,  levels  should  be  the  same. 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  considerations). 

-  Mr.  Cordelli's  opinion  is  that  a  compound  specific  standard  should  be  used  for 
cleanup  because  then  a  risk  assessment  could  be  performed.  A  means  for  negotiating 
cleanup  would  then  exist  because  toxicological  data  on  specific  compounds  could  be 
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compared  to  measured  levels;  these  levels  would  then  be  a  starting  point  for  negotiating 
cleanup. 


-  [Do  you  think  there  would  be  any  disadvantages  as  far  as  cost  if  a 
compound  specific  standard  was  used?]  Mr.  Cordelli  thinks  so,  because  of  the 
analytical  requirements.  Significantly  more  expensive  analysis  is  required  as  opposed  to 
a  TPH  analysis,  which  is  inexpensive  compared  to  everything  else.  With  compound 
specific  cleanups,  cleanup  values  should  be  established  for  all  parameters  in  the 
petroleum  product  for  which  toxicological  data  exists.  So,  may  be  looking  at  a  dozen  or 
two  dozen  parameters.  To  analyze  the  soil  may  have  to  run  three  or  four  different 
analysis  to  get  all  the  parameters.  Analysis  costs,  therefore,  will  be  significantly  more. 
There  is,  however,  a  target  value  that  when  you  get  to  the  value  you're  done,  which  may 
reduce  cleanup  costs.  With  TPH,  it's  cheaper  and  quicker  and  gives  a  lot  of  people  "a 
warm  and  fuzzy  feeling"  that  they  know  what’s  going  on. 
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state  Regulator  Interview:  Rhode  Island 


Contact:  Mr.  Michael  Mulhare 

Supervising  Sanitary  Engineer 
RI  Dept  of  Env  Mgmt 
(Site  Remediation  Section) 


Date:  21  May 


2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 

-  the  numbers  provided  in  the  Dec  '92  Soils  magazine  article  are  probably 
related  to  UST  situations  (removal) 

-  our  cleanup  "goals"  are  kind  of  a  sliding  scale 

-  the  way  we  approach  petroleum  contamination  (in  the  Site  Remediation 
Section)  is  a  site  speri%  approach.  We  look  at  "what  the  contaminants  of  concern  aic 
"what  the  land  usage  is",  "what  the  principal  receptors  in  the  area  are".  From  this 
information  we  try  to  determine  what  the  appropriate  cleanup  should  be. 

-  we  have  set  cleanup  goals  for  unrestricted  land  usage  at  50  ppm  TPH 
(site  wide  average) 

-  any  individual  sample  must  be  below  100  ppm  TPil  but  the  site- wide 
average  must  be  less  than  or  equal  to  50  ppm  TPH 

-  this  50  ppm  TPH  is  for  unrestricted  land  use,  you  can  build  houses  on  it 

as  an  example 

-  this  50  ppm  site- wide  and  100  ppm  individual  sample  cleanup  goal  does 

two  things: 


(1)  calls  for  a  very  low  number  so  if  there  is  any  other  residual 
problems  they  are  probably  of  little  concern  considering  the  low 
number  of  TPH 

(2)  for  "unrestricted  land"  use  we  consider  aesthetics  in  addition 
to  the  risk  from  the  contamination  left  behind- "a  number  less 
than  100  [ppm  TPH]  with  a  fuel  oil  essentially  reduces  any  odor 
concerns  that  you  might  have 
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b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 


-  yes,  but  it  depends  on  the  site  specific  factors  such  as  land  usage 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  we  do  not  necessarily  require  an  RA,  but  often  times  people  will  provide 
one  in  an  effort  to  usually  look  for  a  higher  [cleanup]  number 

-  usually  the  risk  based  assessments  do  not  address  the  aesthetics  and  we 
feel  they  are  a  factor  when  land  usage  comes  into  play 

d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in 
assessing  risk?  If  so,  in  what  respect?  If  not,  why? 

-  we  use  TPH  as  a  cleanup  criteria  so  therefore  if  someone  is  doing  an  RA 
to  justify  an  alternative  cleanup  number  then  they  would  use  TPH  in  their  analysis 

-  the  amount  of  TPH  in  the  soil  does  not  necessarily  tell  you  anything 
about  the  risk  of  that  soil  to  human  health,  you  must  look  at  the  individual  parameters 

e.  How  does  your  ^ate  regulate  soils  a>ntaminated  with  jet  fuel? 

-  don't  recall  a  strict  approach,  but  what  they  would  do  first  is  identify  the 
"bad  actors"  of  the  mixture,  they  would  then  tailor  their  assessment  on  them 

f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 

-  it  really  doesn't  change  our  approach,  we  check  for  everything  in  the 
initial  site  assessment 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

-  not  aware  of  any 

-  we  believe  that  going  to  hard  numbers  does  not  allow  enough  flexibility 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards? 

'  the  50  ppm  TPH  "site  average"  was  developed  in-house 

-  we  looked  at  what  other  states  were  doing  at  the  time  and  also  wanted  to  put  a 
"level  of  comfort"  in  for  the  Department  from  future  liabilities 


133 


--  when  looking  at  other  states  and  what  they  were  doing,  we  found  that 
the  TPH  numbers  being  used  (late  80's)  were  anywhere  from  100  to  5(X)  ppm  TPH,  some 
were  even  zero 

-  also  saw  some  non-detects  and  some  numbers  upwards  to  1000  ppm 

-  believes  that  the  state  info  was  obtained  from  a  national  survey  (probably 
Kostecki's) 

-  we  have  found  that  the  50  ppm  TPH  site-wide  is  very  attainable  particularly  if 
you  allow  individual  samples  to  spike  up  to  1(X)  ppm  TPH 

-  50  ppm  removes  any  odor  problems  and  essentially  gives  you  a 
relatively  clean  sif-^ 

-  we  also  look  at  VOC's 

-  BTEX  compounds  are  targeted  for  gasoline 

-  for  fuel  oils  we  may  look  at  naphthalene  or  something  like  that 

a.  What  is  the  technical  basis  for  the  standards? 

-  see  above 

b.  Was  another  state's  approach  (or  specific  study)  used  in  establishing  your 
standards  (i.e.  California  LUFT  manual  or  Stcdteman  &  Dime's  research)? 

-  not  in  particular  as  far  as  I  know 

4,  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

-  "TPH  is  just  an  indicator  of  what  your  problem  might  or  might  not  be" 

-  recommends  measuring  for  specific  compounds  using  Gas  Chromatic  test  which 
allows  you  to  tailor  the  test  for  the  specific  compounds?? 

a.  Comment  on  use  of  TPH  for  measuring  risk. 

-  the  amount  of  TPH  in  the  soil  does  not  necessarily  tell  you  anything 
about  the  risk  of  that  soil  to  human  health,  you  must  look  at  the  individual  parameters 

-  TPH  gives  you  a  way  of  evaluating  what  level  contamination  you  have 
but  you  have  to  look  at  individual  compounds  in  order  to  adequately  address  risk 

-  most  risk  based  data  is  compound  specific 
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b.  Comment  on  use  for  indicating  contaminant  mobility. 

-  he  has  never  used  TPH  as  an  indicator  for  contaminant  mobility 

-  if  they  are  concerned  about  contaminant  mobility  they  put  in  monitoring 
wells  to  keep  an  eye  on  the  GW 

5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 

-  he  hasn't  used  it  in  that  regard,  the  additional  tests  we  require  (BTEX  for 
gasoline  as  an  example)  are  different  for  the  type  of  contamination 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  considerations). 

-  he  feels  that  if  you  target  the  right  compound,  naphthalene  as  a  PAH  for 
example,  then  you  have  an  indication  of  what  other  PAH's  are  in  the  soil 

-  BTEX,  for  example  is  a  good  representation  of  gasoline  contamination 

7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 

-BTEX  for  gasoline 

-  PAH's  for  heavier  fuels 

8.  Is  there  any  other  information/considerations  you  would  recommend  we  look  at 
in  our  research? 

-  you  must  recognize  its  limitations  of  TPH 

-  if  it  is  used  properly  it  can  be  very  helpful,  if  it  is  used  without  considering  the 
compounds  you  are  dealing  with  it  can  be  misleading 

Other  information  provided: 

-  TPH  using  the  GC  (Gas  Chromatic)  method  is  much  more  accurate  than  other 
methods  available  to  measure  TPH  like  method  418. 1,  for  example 

-  a  strict  cleanup  number  may  reduce  the  cost  of  regulating  but  he  thinks  it  would 
increase  the  cost  of  cleanup  and  compliance  because  to  come  up  with  an  "acceptable" 
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number  it  would  be  conservatively  low  so  that  not  to  allow  any  cases  where  it  is  not 
appropriate 

-  look  at  TPH  and  different  constituents  in  concert  with  one  another 

-  because  petroleum  products  are  so  complex,  TPH  should  be  used  in  concert  with 
more  compound  specific  tests 

GC  vs  EPA  418.1 

-  the  418  can  give  you  false  positives  because  it  can  pick  up  organics  in  soil 

-  GC  is  more  exacting  for  petroleum  hydrocarbons.  There  are  problems  with  the 
GC  tests,  however... 

~  if  you  do  not  use  the  right  standard  the  GC  method  can  give  erroneous 

data  also 

-  "if  you  take  the  time  to  tailor  your  analytical  testing  to  what  you  are  trying  to 
do,  TPH  can  be  very  effective" 
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state  Regulator  Interview:  Texas 


7  Jun  93 

Contact;  Ms.  Chris  Chandler 

Texas  Water  Commission,  UST  Program 

Geologist  -  Worked  with  agencies  UST  program  for  5  1/2  years. 

2.  W'iiat  cleanup  aiandards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 

Current: 

-  no  action  levels.  Any  contamination  in  soil  would  prompt  action,  but 
would  not  necessarily  mean  that  cleanup  would  be  required. 

-  cleanup  levels:  100  ppm  TPH  and  30  ppm  BTEX.  These  are  for  all 
types  of  petroleum  hydrocarbons. 

Future:  standard  will  be  a  risk  based,  site-by-site  standard. 

b.  Are  your  cleanup  levels  flexible?  Wuy  or  why  not? 

Current:  each  coordinator  has  the  ability  to  be  flexible  at  a  particular  site 
based  on  the  circumstances  at  the  site.  The  cleanup  levels,  are  basically  recommended 
cleanup  levels.  In  the  past,  any  TPH  in  the  ground  was  pretty  much  required  to  be 
cleaned  up. 

Future:  will  look  solely  at  the  public  health  risk.  There  wil’  be  sites  were 
there  are  contaminants  in  place,  that  do  not  present  risk,  and  cleanup  will  not  be  required. 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

Current:  risk  assessment  is  not  required. 

Future:  risk  assessment  will  not  be  required,  although,  in  most  cases  a 
risk  assessment  will  probably  be  done. 

d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in 
assessing  risk?  If  so,  in  what  respect?  If  not,  why? 

-  no.  TPH  cannot  be  used  in  a  risk  assessment  process  because  details  for 
specific  compounds  must  be  used.  Because  TPH  does  not  define  specific  compounds,  it 
cannot  be  used  in  a  risk  program.  TPH  would  not  drive  cleanup  in  a  risk  based  program 
because  it  cannot  be  used  for  evaluating  risk. 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 


137 


-  The  same  as  all  other  hydrocarbons. 


f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 

-No 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

-  Yes,  see  above. 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards? 

a.  What  is  the  technical  basis  for  the  standards? 

Current:  was  somewhat  derived  from  the  LUFT  manual.  Used  the 
concept  but  established  specific  numbers  for  Texas. 

Future:  will  not  have  any  specific  numbers.  Methods  will  be  standard 
risk  assessment  methods  as  put  forth  in  the  RAGs  Superfiind  documents  (and  others). 
Standard  calculations  for  risk  assessment  will  be  used  under  this  standard. 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

a.  Comment  on  use  for  measuring  risk. 

-  TPH  cannot  be  used  in  a  true  risk  based  program  because  it  is  not 
compound  specific.  Can  possibly  develop  something  that  correlates  TPH  to  a  specific 
compound  by  putting  some  default  values  into  the  calculations,  but  would  not  be  detailed 
or  standard. 

-  TPH  can  be  useful  as  a  general  number,  but  there  are  many  problems. 
Standard  analytical  methods  for  TPH  have  problems  with  the  numbers  that  you  get,  they 
may  not  be  accurate. 

-  TPH  cleanup  goals  have  been  used  for  the  life  of  Texas's  program,  but,  it 
is  not  always  a  good  measure  of  the  risk  associate  with  the  site, 

b.  Comment  on  use  for  indicating  contaminant  mobility. 

-  Cannot  use  TPH  to  indicate  mobility  because  you  don't  know  what  the 
TPH  number  represents. 

-  [Why  is  it  used?]  Because  it  is  a  simple  and  inexpensive  analytical 
method.  Some  states  don't  use  it,  but  Texas  has  because  they  have  not  felt  that  it  was 
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necessary  to  go  to  a  compound  specific  standard  (something  more  difficult).  But  with  a 
risk  based  program,  you  pretty  much  have  to  go  to  a  compound  specific  standard. 

5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 


-No. 


6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  considerations). 

Advantages: 

-  Can  run  a  risk  assessment  with  specific  compounds,  as  opposed  to  using 
a  TPH  number. 

-  If  using  a  specific  compound,  you  will  know  the  mobility  of  that 

chemical. 

Disadvantage: 

-  Added  cost  for  analysis 

-  Additional  work  and  time  on  the  part  of  the  consultants  and  the 

regulators. 

7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 

-  BTEX  and  polynuclear  aromatic  hydrocarbons.  Will  not  have  a  separate 
standard  for  separate  hydrocarbons  -  an  old  gasoline  can  look  like  diesel.  State  is 
concerned  about  what  is  truly  there,  rather  than  what  leaked  in  the  first  place. 

-  For  used  oil  releases,  state  looks  at  metals 

8.  Other:  basis  for  future  standard 

-  Low  cleanup  levels  are  the  most  conservative  and  are  the  safest,  but  are  also  the 
most  expensive.  What  Texas  is  doing  is  cutting  the  expense  to  the  bare  minimum 
necessary  to  protect  public  health  and  safety.  This  will  mean  that  contaminants  will  be 
left  in  the  ground.  The  health  and  safety  risks,  however,  will  be  taken  care  of  to  where 
the  risk  is  an  acceptable  risk. 

-  In  the  past  Texas  had  strict  cleanup  levels.  Now,  the  state  does  not  have  the 
money  to  fund  all  the  cleanups.  Texas  needs  to  study  which  sites  are  the  most  important 
to  clean  up  (the  ones  with  the  greatest  risk). 
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-  It  is  really  an  economics  thing.  It  would  be  great  to  clean  up  all  sites  to  where 
they  are  absolutely  clean,  but  there  is  not  enough  money  in  the  world  to  do  this.  So,  we 
have  to  go  with  the  next  best  option. 

-  Talked  to  other  states  and  more  and  more  states  are  looking  at  going  to  a  risk 
based  program.  In  reality  a  risk  based  program  makes  a  lot  of  sense.  Cannot  satisfy 
everyone,  however,  in  the  future  once  thousands  of  sites  are  cleaned  up  then  maybe 
eventually  there  may  be  money  to  go  back  and  redo  some  of  them. 
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Contact: 


Date  of  Interview:  1 1  May  93 
&21  Jun  93 


Mr.  Dave  Chance 
Env  Program  Mgr 
VA  Dept  of  Env  Quality 
Ph:  804-527-51888 

2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

-  VA  does  not  have  any  set  "cookbook"  action  levels  or  cleanup  numbers 
established.  VA  is  site  specific  in  our  cleanup  methodology. 

-  VA  uses  100  ppm  TPH  as  a  "guidance  level"  (see  2a.  for  explanation) 

-  Normally  for  PCS,  our  cleanup  parameters  are  TPH  and  BTEX,  but  the  cleanup 
levels  are  "site  specific". 

-  "VA's  program  for  petroleum  contaminated  soils  and  GW  cleanup  "endpoints"  is 
simply  that  the  "endpoints"  are  based  on  "site  specific"  data  including  site  risk  and 
remediation  data." 

-  if  a  TPH  level  comes  back  from  a  site  greater  than  100  ppm  TPH  the  Regional 
Office  has  the  authority  to  require  or  do  one  of  the  following: 

-  site  check  (for  a  suspected  release) 

-  closeout  the  site 

-  a  level  above  100  ppm  TPH  is  more  or  less  a  signal  to  the  Regional  Office  staff 
that  maybe  we  need  to  look  a  little  closer  at  the  specific  site 

-  if  a  level  below  100  ppm  TPH  is  found  VA  may  still  require  further  action  if  the 
site  is  close  to  a  drinking  water  supply  for  example 

-  the  100  ppm  TPH  is  not  a  hard  and  fast  guidance  (i.e.  there  are  other  things  that 
may  come  into  play) 

-  VA  may  require  a  "Site  Characterization  Report"  (SCR)  if  they  determine  that  a 
release  has  occurred 

—  tank  owners  must  sample  with  analytical  methods  that  are  appropriate  for  the 
type  of  contamination 

-  as  an  example  if  a  gasoline  release  has  occurred  we  require  testing  for 
BTEX  and  not  TPH 


a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 


-  the  only  guidance  number  VA  uses  is  a  TPH  number  of  100  ppm  for 
"clean"  tank  closure.  This  means  that  when  a  tank  is  removed  VA  "generally"  issues  a 
clean  site  closeout  letter  if  the  following  two  conditions  are  present: 

(1)  there  is  no  visible  evidence  of  contamination 

(2)  soils  samples  are  still  to  be  taken  from  the  bottom  of  the  pit 
and 


if  TPH  #'s  come  back  less  than  100  ppm. 


-  VA  makes  it  clear  that  a  clean  site  closeout  letter  does  not  exempt  the 
tank  owner  from  further  action  if  required 

--  requirv.  ..^^..oved  EPA  methods  for  measuring  TPH 
-  most  commonly  see  EPA  method  418.1  (modified  for  soils) 


b.  Are  your  cleanup  levels  flexible?  Why  or  ^^hy  not? 


-  Yes.  We  require  an  SCR  for  confirmed  releases  and  samples  above  100 
ppm  TPH.  From  this  information  the  respc-.isible  party  indicates  what  they  think  is  an 
appropriate  endpoint  for  cleanup  and  what  technology  they  think  should  be  used.  We 
then  evaluate  the  recommendation. 


c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  Yes,  RA  is  required  in  developing  "corrective  action  plans."  A  Risk 
Assessment  is  incorporated  into  the  SCR  and  the  information  from  the  SCR  determines 
whether  or  not  corrective  action  is  warranted. 


-  If  an  SCR  is  required,  it  includes  the  following: 

(1)  what  contaminants  are  involved 

(2)  the  geology  and  hydrogeology  of  the  site 

(3)  the  degree  and  extent  of  the  contamination 

—  lateral 

—  vertical 

(4)  all  phases  must  be  addressed  in  this  report 

—  vapor  phase 

—  soil  phase 

—  dissolved  phase 

—  free  product  phase 

(5)  once  all  of  the  phases  are  addressed,  then  they  must  develop  a 
risk  assessment  for  each  phase  of  the  contamination 

-  the  following  factors  must  be  addressed  in  the  risk  assessment  portion  of 
the  SCR  and  "corrective  action  plan": 
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-  what  are  the  exposure  pathways? 

--  what  are  the  potential  receptors?  such  as... 

—  human 

—  biological 

—  resource  (predominately  GW) 

-  based  on  what  the  risk  is,  the  tank  owner  must  include  in  the  SRC  what 
they  think  is  an  appropriate  endpoint  for  cleanup  and  what  technology  they  think  should 
be  used 


-  VA  "tries"  to  keep  a  balance  between  what  is  technology  and 
economically  feasible  for  cleanup 

d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in 
assessing  risk?  If  so,  in  what  respect?  Ifnt^why? 

-  No.  There  are  no  toxicity  numbers  available  for  TPH  as  far  as  1  know. 

e.  How  does  your  state  regulate  soils  cmitaminated  with  jet  fuel? 

-  same  as  we  do  diesel  fuel. 

-  "guidance  level"  applies  to  all  petroleum  contaminants,  but  when  further 
site  characterization  is  required  VA  has  set  methods  for  specific  contaminants 

-  VA  treats  fuel  oils  the  same  as  diesel 

-  VA  treats  gasoline  different  because  of  the  additives  (esp.  BTEX) 

f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 

-  No. 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

-  would  have  to  change  their  state  regulations  in  order  to  change  the  way 
that  they  do  business 

-  expects  them  to  stay  the  same 

[Do  you  treat  soils  in  the  saturated  zone  differently  than  soils  in  the 
unsaturated  zone?] 

-  VA  doesn't  generally  look  at  soils  in  the  SAT  zone 

-  it  becomes  a  GW  cleanup  issue 
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3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards? 

-  VA's  "way"  is  designed  "to  match  the  cleanup  to  the  degree  of  risk  and  the 
scope  of  the  problem" 

-  VA  does  not  believe  it  is  technologically  possible  or  economically  feasible  to 
cleanup  to  background  or  drinking  water  type  numbers 

-  VA  has  a  fund  designed  to  help  responsible  parties  in  their  remedial  action  costs 
and  because  of  this... 

-  a  goal  of  the  V  A  Dept  of  Env  Qual.  is  to  strongly  consider  economic  factors 
in  their  regulatory  actions 

a.  What  is  the  technical  basis  for  the  standards? 

-  overall,  VA's  strategy  is  "site  specific  based  on  risk" 

-  VA's  goal  is  to  have  the  most  cost  effective,  site  specific  cleanup  they 
think  is  protective  of  a  resource  (GW)  or  an  identified  receptor 

-  soil  cleanup  requirements  are  designed  to  protect  GW 

b.  Was  another  state's  approach  (or  specific  study)  used  in  establishing  your 
standards  (i.e.  California  LUFT  manual  or  Stokeman  &  Dime's  research)? 

-  the  100  ppm  TPH  guidance  level  is  loosely  based  on  research  done  in 
N.J.  (Stokeman  and  Dime) 

-  therefore,  below  100  ppm  TPH  you  would  not  expect  anything 
harmful  to  come  out  of  soils  contaminated  below  100  ppm  TPH  and  therefore  you  would 
not  expect  any  risk 

-  they  recommend  the  CA  LUFT  method  for  TPH  analysis 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

a.  Comment  on  the  use  of  TPH  for  measuring  risk. 

b.  Comment  on  use  for  indicating  contaminant  mobility. 

ADVANTAGES: 

-  TPH  can  be  a  representative  number  for  contamination  such  diesel  fuel,  jet  fuel, 
home  heating  fuel  because  it  is  such  a  minor  component  in  these  fuels. 
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DISADVANTAGES: 

-  The  main  disadvantage  is  that  there  is  no  toxicity  data  available  expressed  as 

TPH. 

-  TPH  really  does  not  really  tell  you  about  the  migration  potential  of  a 
contaminant. 

-  You  can,  however,  estimate  the  potential  for  GW  contamination  for  such 
fuels  as  diesel  when  you  know  the  site  conditions  (type  of  soil,  GW  proximity,  etc.)  and 
the  TPH  levels.  In  other  words,  if  you  have  high  levels  of  TPH  at  a  diesel  fuel  site  and 
the  GW  table  is  high  you  will  probably  contaminate  the  GW. 

-  TPH  is  not  appropriate  for  gasoline.  For  example:  if  you  had  a  gasoline  spill,  a 
TPH  number  is  not  going  to  tell  you  enough. 

-  applying  a  TPH  standard  to  a  gasoline  leak  does  not  make  sense  because  of 
the  BTEX  in  gasoline 

—  both  BTEX  and  TPH  must  be  looked  at 

5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 

-  No.  You  must  look  at  particular  constituents  when  dealing  with  different 
petroleum  products. 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  ri^  and  mobility  considerations). 

ADVANTAGES: 

-  there  is  no  human  health  risk  from  TPH,  therefore  a  compound  specific  is 
obviously  a  better  measure  because  of  available  toxicity  data.  For  example,  there  are 
MCL's  and  health  based  numbers  on  the  BTEX  components. 

DISADVANTAGES: 

-  there  are  a  lot  of  constituents  in  fuels  that  we  do  not  know  enough  information 

about 

-  you  may  test  for  specific  constituents  and  find  none,  but  at  that  same  site,  a  TPH 
measurement  may  be  high. 

--  if  this  is  the  case  it  isn't  acceptable  to  leave  a  mess  in  the  ground  with  a 
potential  to  leach  to  the  GW  even  if  the  BTEX  level  is  negligible  because... 

—  may  have  taste  and  odor  problems 

-  as  a  result,  if  you  cannot  drink  the  water  because  of 
aesthetic  reasons  it  is  no  more  useful  than  water  contaminated 
with  BTEX. 
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7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 

-  BTEX  is  an  accepted  surrogate  for  gasoline  contamination  because  of  the 
known  hazard  associated  with  these  constituents  and  their  mobility  potential 

-  In  VA,  we  generally  look  at  (for)  naphthalene  for  the  middle  distillates 

-  for  heavier  fuels  we  do  look  at  any  particular  compounds.  We  have  the  preparer 
of  the  RA  suggest  what  would  be  the  best  in^cator  parameter. 

[Please  comment  on  the  appropriateness  of  a  single  cleanup  standard  for  all 
petroleum  contaminated  soils.] 

-  there  are  too  many  site  specific  factors  to  make  a  universal  standard  appropriate 

-  you  would  have  to  quantify  your  numbers...  maybe  set-up  numbers  with  specific 
conditions 

-  he  knows  of  states  that  have  used  and  since  abandoned  "cookbook"  numbers  for 
the  following  reasons; 

“  difficulty  in  reaching  arbitrary  numbers  in  all  types  of  different 
geological  settings 

“  great  expense  involved  in  sometimes  reaching  those  numbers  when 
there  is  no  clear  cost  benefit  associated  with  getting  down  to  that  particular  "cookbook" 
number 

—  [would  not  say  which  parricular  states] 

8.  Is  there  any  other  information/considerations  you  would  recommend  we  look  at 
in  our  research? 

-  talk  to  the  states  that  have  tried  to  establish  "cookbook"  numbers  and  have  since 
changed  from  that  line  of  thinking 

Additional  comments  provided: 

-  the  potential  for  higher  weight  hydrocarbons  (other  than  BTEX)  to  migrate  to 
GW  is  dependent  on.... 

—  type  of  soil 

-  concentration  in  the  soil 

-  proximity  to  the  GW 

—  transitivity  of  the  aquifer 
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State  Regulator  Interview:  Washington 


Contact:  Ms.  Lynn  Coleman 

Environmental  Engineer 
WA  State  Dept,  of  Ecology 
P.O.  Box  47600 
Olympia,  WA  98504-7600 


Date  of  Interview:  14  June  1993 


1.  Please  state  your  name,  title,  and  agency.  Please  describe  your  expertise  and 
experience  in  regulating  Petroleum  Contaminated  Soils  (PCSs). 


EXPERIENCE: 

-  involved  with  field  work/overseeing  petroleum  UST  removals 

-  wrote  portion  of  existing  guidance  document  used  by  state  of  WA  for 
remediation  of  releases  from  USTs 


-  wrote  analytical  protocols  used  by  state  of  WA  for  PCS 

2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

FOR  SOIL: 

-  gasoline  contamination:  100  ppm  TPH  (definition  of  "clean  close") 

.5  ppm  Benzene 
20  ppm  Ethyl-Benzene 
40  ppm  Toluene 
20  ppm  Xylene 
250  ppm  Total  Lead 

-  diesel  (and  heavier  fractions  of  petroleum):  200  ppm  TPH 

-  We  recognize  that  in  a  lot  of  cases  the  numbers  we  have  established  are  pretty 
low  and  in  some  cases  either  technology  is  not  available  to  achieve  these  numbers  or  that 
achieving  these  numbers  would  be  cost  prohibitive. 

-  In  these  cases  we  usually  require  treatment  of  "hot  spots"  (the  highly 
contaminated  materials  or  the  materials  that  are  very  close  to  a  sensitive  receptor)  and 
then  we  require  the  responsible  party  to  prevent  exposure  to  other  materials  that  is  still 
above  cleanup  levels  by  institutional  controls. 

-  If  levels  are  above  our  established  levels  we  require  the  responsible  parties  to 
prevent  exposure  to  all  of  the  materials  above  the  established  level  (100  ppm  for  gasoline 
for  example). 
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-  When  we  say  "cleanup  level",  that  does  not  mean  that  all  of  the  material  has  to 
come  out  of  the  ground  or  GW 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 

-  cleanup  levels  and  standards  used  in  WA  are  levels  we  have  established 
to  be  protective  of  human  health  and  the  environment 

—  they  are  criterion  for  a  "clean  close"  whereby  a  responsible  party 
can  walk  away  from  a  site  with  no  further  liability  from  a  site  remediation  standpoint 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 

-  We  are  not  very  flexible  on  our  cleanup  levels  (our  established 
numbers).  We  are  flexible  on  how  a  responsible  party  prevents  exposure  to  the  materials 
(soil)  that  exceed  those  numbers  and  what  the  responsible  parties  do  to  the  soils  that 
exceed  the  set  levels. 

-  We  consider  the  proximity  of  the  contamination  to  potential  receptors  or 
GW  in  determining  what  action  is  required  to  remove  or  remediate  contamination  but  our 
established  numbers  ar:  not  flexible. 

-  A  key  consideration  is  GW  contamination  and  potential  for  leachabilty 
into  the  GW.  CXu"  GW  is  often  very  close  to  the  surface. 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  No.  RA  is  never  absolutely  required  for  PCS.  It  can  be  done  if  our 
Agency  thinks  it  is  appropriate. 

d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in  assessing 
risk?  If  so,  in  what  respect?  If  not,  why? 

-  We  do  not  have  a  good  methodology  for  a  "canned"  RA  using  TPH,  but 
we  allow  its  use. 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 

'  We  break  contaminants  out  by  Carbon  chains  and  require  specific 
analytical  protocols  based  on  this,  for  example: 

-  gasoline  contamination  is  defined  as  C5  to  C12 
”  diesel  contamination  is  defined  as  C23  to  C24 
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-  Wherever  jet  fuel  fits  in  to  these  Carbon  ranges  determines  the  cleanup 


f.  Does  site  age  make  a  difference  in  how  PCS  is  reflated? 

-  We  require  sampling  regardless  of  the  age  of  the  site.  If  the  analysis  of 
the  petroleum  indicates  that  the  site  is  weathered  we  may  require  a  different  action  than 
what  we  would  if  the  analysis  indicated  relatively  new  contamination. 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

-  We  are  currently  evaluating  them  relative  to  how  you  do  RA. 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's 
current  cleanup  standards? 

-  WA’s  cleanup  numbers  are  currently  based  on  our  "best  professional  judgement" 
about  potential  contamination  of  GW. 

a.  What  is  the  technical  basis  for  the  standards? 

-  We  do  not  have  any  scientific  data  to  back  our  numbers  up. 

b.  Was  another  state's  approach  (or  specific  study)  used  in  establishing  your 
standards  (i.e.  California  LUFT  manual  or  Stokeman  &  Dime's  research)? 

-  About  5  yrs  ago  we  contacted  about  6  other  states  when  we  developed 
our  numbers.  We  found  our  numbers  were  in  "the  ball  park".  The  range  of  TPH 
numbers  being  used  were  typically  between  50  ppm  and  1000  ppm. 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 
ADVANTAGES: 

-  You  are  quantifying  a  larger  percentage  of  the  contamination  with  TPH  than 
you  are  with  looking  at  particular  constituents  (such  as  BTEX  for  gasoline).  We  use 
specific  analytical  protocols  to  quantify  the  area  under  a  GC  curve  based  on  the  number 
of  carbons.  We  use  this  to  determine  where  most  of  the  range  of  contamination  is. 

DISADVANTAGES: 

-  "We  don't  have  any  data  about  the  toxicity  of  TPH."  Because  of  this  lack  of 
information  on  the  toxicity  of  TPH,  we  use  TPH  in  more  of  a  qualitative  or  semi- 
quantitative  way  for  actual  RA. 

a.  Comment  on  use  for  measuring  risk. 
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-  Only  in  a  qualitative  way.  For  example,  we  typically  consider  a 
measurement  of  1000  ppm  TPH  of  the  gasoline  fractions  more  toxic  than  a  measurement 
of  1000  ppm  TPH  of  the  diesel  fractions. 

b.  Comment  on  use  for  indicating  contaminant  mobility. 

-  We  feel  that  our  required  analytical  protocols  for  TPH  provide  an 
indication  of  nwbility.  This  reason  for  this  is  that  we  ask  for  specific  fractions  in  our 
TPH  analysis.  If  we  find  lighter  range  fractions  from  the  analytical  protocols  we 
consider  them  more  mobile  if  heavier  fractions  were  measured. 

5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  nmducts  (i.e.  gasoline  vs  diesel). 

-  Again,  we  define  our  fractions  based  on  the  number  of  carbons  in  the 
contaminant.  Therefore,  we  fit  the  petroleum  contaminant  into  one  of  the  following 
ranges:  gasoline,  diesel,  or  heavier  fractions.  We  do  not  have  specific  standards  for 
specific  types  of  fuels.  I  believe  that  the  100  to  200  ppm  TPH  is  low  enough  to  be 
effective  for  all  types  of  fuels. 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  considerations). 

ADVANTAGES: 

-  You  do  have  toxicity  data  on  some  of  the  individual  constituents  such  as  the 
BTEX  components,  some  of  the  PAH's,  and  some  of  the  more  volatile  fractions. 

DISADVANTAGES: 

-  The  data  that  we  do  have  represents  a  very  small  fraction  of  the  entire  range  of 
petroleum.  What  are  you  are  doing  then  is  saying  that  "these  few  constituents  are 
representative  of  the  entire  petroleum  product.  And  based  on  that  I  think  you  can  grossly 
over-  or  grossly  underestimate  the  toxicity  of  the  product." 

- 1  think  that  not  enough  is  known  about  of  all  the  constituents  to  ignore  but  just  a 

few. 


- 1  believe  that  if  you  wanted  to  take  an  extraordinarily  conservative  approach  you 
can  say  that  all  of  gasoline  or  that  all  of  diesel  is  as  toxic  as  benzene.  This,  I  believe, 
would  grossly  overestimate  the  toxicity  of  the  petroleum  product. 

7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 
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-  For  gasoline,  we  look  at  TPH,  BTEX,  and  lead  if  necessary. 

-  For  diesel  fractions,  we  do  not  ask  for  BTEX  because  there  is  typically  not 
much  BTEX  in  diesel  or  in  the  heavier  fuels. 

-  For  the  heavier  fuels  we  may  take  a  look  at  some  of  the  metals  in  addition  to  the 
TPH  levels. 

8.  Is  there  any  other  infomiation/considerations  you  would  recommend  we  look  at 
in  our  research? 

-  You  may  want  to  talk  to  the  following  two  people  on  our  staff: 

(1)  Charles  Sanwan  Hydrogeologist  Ph:  (206)438-3073 

-  worked  on  our  protection  of  GW  soil  matrix 

(2)  Craig  McCormick  Toxicologist  Ph:  (206)438-3013 

-  he  is  working  on  answering  the  question,  "How  do  you  do  RA  on 
complex  petroleum  mixtures." 
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state  Regulator  Interyicw;  Basconsin 


Date  of  Interview:  10  May  93 
&  21  Jun  93 

Contact:  Ms.  Laurie  Egre 

Tank  Response  Unit  Leader 

WI  Dept,  of  Natural  Resources  LUST  Program 

Madison,  WI 

1.  nease  state  your  name,  title,  and  agency.  Please  describe  your  expertise  and 
experience  in  regulating  Petroleum  Contaminated  Soils  (PCSs). 

EXPERIENCE:  -  3  1/2  yrs  experience  at  current  position 

EDUCATION:  -  B.S.  in  Soils  Science 

2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  *‘egulated. 

FOR  SOILS  (CURRENT): 

-  WI  currently  has  an  "action  level"  of  10  ppm  TPH  for  PCS.  This 
10  ppm  "action  level"  applies  to: 

"  gasoline 

—  diesel  fuel 

—  crude  oil  & 

-  No.  6  fuel  oil 
--  and  others 

-  WI  has  used  10  ppm  TPH  as  an  action  level  for  about  4-5  yrs 

-  This  "action  level"  means  that  if  soil  sample  levels  (from  tank 
excavation  sites)  exceed  10  ppm  TPH  further  action  is  required 

-  further  action  involves  a  more  thorough  investigation  of  the 
contamination 

-  In  the  investigation  phase  more  than  just  TPH  is  looked  at. 

We  also  require  screening  for  volatile  compounds,  PAHs,  etc. 

-  contaminated  soils  below  the  GW  table  are  considered  a  GW 
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problem  in  most  cases 
FOR  GW: 

-  TPH  is  still  looked  at  as  an  indicator  but  WI  only  has  specific 
groundwater  standards  for  volatile  compounds  such  as  benzene. 

-  Our  GW  standards  are  based  on  public  health  concerns  and  environmental 
protection. 

-  Benzene  is  of  primary  concern  because  it  is  a  known  carcinogen 
and  "is  very  mobile  in  the  environirtent" 

-  WI's  GW  standards  have  two  tiers: 

(1)  protective  action  level 

(2)  enforcement  standard 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 

-  Yes.  If  contamination  is  present  above  our  action  levels  we  may  allow 
the  responsible  party  to  leave  the  contamination  in  the  ground  in  some  cases.  As  an 
example,  if  there  are  no  volatiles  present  or  the  contamination  is  impossible  to  remove 
(say  it  is  under  a  building)  we  may  allow  the  r«*<!ponsible  party  to  leave  the  contamination 
in  the  ground.  We  may  also  require  a  notice  on  the  deed  regarding  residual 
contamination. 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  We  discourage  RA  because  it  is  time  consuming.  Because  our  statutes 
require  cleanup  in  the  event  of  a  release  the  responsible  party  must  demonstrate  that  it 
would  be  to  infeasible  to  cleanup  the  contamination. 

-  Performing  a  risk  assessment  at  every  site  is  unrealistic  for  the  following 

reasons: 

(1)  excess  financial  burden 

(2)  doubts  as  to  the  confidence  of  the  results  of  an  R  A  (with 
standards  you  always  know  what  your  target  is) 

(3)  WI  does  not  have  the  manpower  to  do  this 

-  WI’s  approach  to  contaminated  soils  and  GW  is  driven  by 
standards  as  opposed  to  individual  risk  assessment  (required  by 
statute) 

-  We  are  going  in  this  direction  because  that  is  what  the  public  and  the 
regulated  community  is  asking  for.  "They  are  asking  for  a  known  standard  so  that  when 
they  begin  a  cleanup  they  know  where  their  endpoint  is."  One  of  the  reasons  we  (WI) 
agreed  to  this  is  because  we  do  not  have  the  staff  to  evaluate  risk  assessments. 
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d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in 
dressing  risk?  If  so,  in  what  respect?  If  not,  why? 

-N/A 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 

-  WI  groups  jet  fuel  with  diesel  fuel  and  the  lighter  fuel  oils 

-  WI  treats  jet  fuel  the  same  as  other  petroleum  products  (i.e. 
contardnation  above  10  ppm  TPH  requires  investigation  and  probable 
cleanup. 

f.  Does  site  age  make  a  difference  m  how  PCS  is  regulated? 

-  Site  age  does  not  make  a  difference  in  how  WI  regulates  PCS.  It 
depends  on  residual  levels  of  contamination  in  the  soil.  Site  age  may,  however,  impact 
the  remedial  action  that  is  undertaken.  Regardless  of  site  age,  all  responsible  parties 
must  define  the  extent  of  contamination. 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

FUTURE  SOIL  CLEANUP  LEVELS: 

-  new  state  soil  cleanup  levels  are  currently  under  development 

-  TPH  will  still  be  used  as  a  screening  measure  for  contamination 

-  we  have  proposed  compound  specific  soil  cleanup  standards  (BTEX  compounds 
and/or  other  specific  compounds) 

-  Our  new  soil  standards  (coming  out  when???)  are  based  on  existing 
groundwater  standards.  WI  uses  MCLs  if  available. 

—  Our  proposed  standards  were  calculated  via  a  sort  of  a  back-calculation 
process  using  a  SESOIL  modeling  process 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards? 

-  at  the  time  WI  adopted  10  ppm  TPH  as  an  "action  level"  it  was  the  limit  of 
detecticn  In  other  words,  anything  that  could  be  detected  required  further  investigation 
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-  WI  has  a  hazardous  substance  "Spill  Statute"  which  has  simple  language 
stating  that  spillers  are  obligated  to  "restore  the  environment"  in  the  event  of  a 
release 

-  this  statute  has  been  widely  interpreted  to  mean  that  all  contanunation 
will  be  cleaned  up  regardless  of  risk  (hence  the  10  ppm  action  level-lab  detection  limit) 

-  We  are  in  the  process  of  establishing  numeric  cleanup  standards  for 
specific  compounds,  which  will  clarify  the  intent  of  the  statute 

a.  What  is  the  technical  basis  for  the  standards? 

-  10  ppm  TPH  was  the  lab  detection  limit  at  the  time  it  was  established 

b.  Was  another  state's  approach  (or  specific  study)  used  in  establishing  your 
standards  (i.e.  California  LIJFT  manual  or  Stokeman  &  Dime's  research)? 

-  no.  Lab  detection  limit  for  10  ppm  "action  level" 

-  For  cleanup  standards  we  contacted  many  other  states  before  selecting 
the  SESOIL  modelling  process  (many  states  contacted  were  using  it) 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

a.  Comment  on  use  for  measuring  risk. 

b.  Comment  on  use  for  indicating  contaminant  mobility. 

ADVANTAGES: 

- 1  do  not  see  any  proticular  advantages  in  using  TPH  as  a  cleanup  standard  for 

PCS. 


-  From  a  cost  perspective  sampling  for  TPH  is  relatively  cheap  and  simple. 

-  TPH  is  an  indicator  of  contamination  and  if  TPH  levels  are  above  our  action 
levels  further  action  is  required  to  close  out  a  site. 

DISADVAOTAGES: 

-  TPH  does  not  give  you  enough  information  to  model  contaminant 
movement/migration  to  a  potential  receptor  (far  to  complicated).  Therefore,  we  would 
not  want  to  base  our  soil  standards  on  a  measurement  that  tells  us  nothing  about 
transpon.  As  a  result,  we  feel  it  is  more  appropriate  to  focus  on  more  mobile  and  more 
toxic  compounds  such  as  BTEX  compounds. 

-  a  TPH  level  alone  does  not  tell  you  anything  about  risk.  For  example,  you 
could  have  a  weathered  site  where  all  of  the  VOC's  are  gone  yet  still  have  a  high  TPH 
levels  but  relatively  low  risk. 
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5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 

-  TPH  is  just  used  to  indicate  contamination.  If  contamination  is  present  we 
require  the  responsible  party  to  look  at  the  BTEX  components  which  have  a  relatively 
high  potential  to  contaminate  GW. 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  consideratitms). 

ADVANTAGES: 

-  Using  specific  compounds  such  as  BTEX  allows  you  to  model  contaminant 
mobility  and  its  potential  to  contaminate  GW 

DISADVANTAGES: 

-  You  may  not  have  a  real  good  match  between  the  specific  compound 
being  looked  at  and  the  total  petroleum  contamination  released. 

7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 

-  the  BTEX  components  should  be  looked  at  all  sites  because  they 
are  present  in  all  fuels,  are  mobile,  and  are  toxic 

-  PNA's  are  looked  at  for  some  fuel  oil  contaminated  sites 

-  We  also  look  for  MTBE  at  some  gasoline  contamination  sites 

-  We  may  also  look  at  heavy  metals  from  waste  oil  contamination 

8.  Is  there  any  other  information/considerations  you  would  recommend  we  look  at 
in  mir  research? 

-  You  may  want  to  contact  Mike  Barden.  He  works  for  the  WI  Dept,  of  Natural 
Resources  and  is  directly  involved  in  developing  the  new  WI  standards.  His  phone 
number  is: 

-  608-264-6007 
FURTHER  INFO  PROVIDED: 

-  WI  believes  the  analytical  methods  used  to  measure  contamination  are  critical, 
i.e,  states  must  have  appropriate  requirements  in  place  for  measuring/detecting 
contamination 


-  WI  requires  different  analytical  methods  to  measure  different  types  of 
contamination 

-  WI  has  in  place  specific  procedures  for  the  investigation  of  sites 

-  I'll  send  you  a  draft  copy  of  "Procedures  for  Establishing  Env  Restoration 
Standards  for  Leaking  Underground  Storage  Tank  Remediation  Actions".  It  contains 
further  information  that  may  be  of  use  to  you. 
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state  Regulator  Interview:  Wyoming 


Contact:  Mr.  LeRoy  Feusner 

UST/LUST  Program  Director 
WY  Dept  of  Env.  Quality 
Water  Quality  Division 
Ph:  307-777-7096/7075 


Date  of  Interview:  12  May  93 


Mr.  Shawn  Sullivan  (Interviewed  17  Jun  93) 

LUST  Remediation  Program 
WY  Dept  of  Env.  Quality 
Water  Quality  Division 

2.  What  cleanup  standards  and  guidelines  are  currently  used  by  your  state  for 
cleanup  of  PCSs  and  groundwater? 

FOR  GASOLINE  (soils): 

-  "Action  Level"  of  30  ppm  TPH  if  GW  within  50  ft  of  contaminated  soils 

-  "Action  Level"  of  100  ppm  TPH  if  GW  greater  than  50  ft  away  from 
contamination 


FOR  DIESEL,  FUEL  OIL,  &  WASTE  OIL  (soils): 

-  "Action  Level"  of  100  ppm  regardless  of  GW  proximity 

FOR  LEADED  FUELS  (soils): 

-  "Action  Level"  of  5  ppm  (Heavy  Metals  such  as  lead) 

-  currently  the  same  as  listed  in  the  Dec.  '92  Soils  magazine  article  [sec  above], 
but  in  the  process  of  adopting  rules  and  regulations  which  will  implement  both  a  TPH 
and  chemical  compound  specific  calculation  method  (see  more  under  5b.) 

-  our  new  methods  are  geared  towards  site  specific  information 

-  for  GW  our  goal  is  to  achieve  cleanup  to  the  MCL  values 

-  for  soils,  if  we  do  not  first  meet  the  TPH  criteria  in  terms  of  petroleum  we  will 
look  first  at  fate  and  transport  coupled  with  environmental  risk 

a.  Distinguish  between  action  levels  and  cleanup  levels  for  each  type  of 
petroleum  product  regulated. 

-  levels  below  the  "action  levels"  are  required  for  "clean  closure" 

-  if  there  are  measurements  above  the  "action  levels"  we  may  rajuire 
further  action  (fate  and  transport  calculations  coupled  with  environmental  risk -dose) 
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-  (for  petroleum  sites):  if  they  can  meet  the  TPH  criteria  (as  listed 
in  the  Soils  magazine  article),  we  (WY)  hypothesize  "that  it  will  be  well  within  the 
criteria  of  any  BTEX  concentration"  that  may  pose  risk  greater  than  1x10"^  under  any 
scenario 


-  [Mr.  Sullivan]  if  a  responsible  party  fails  the  TPH  test,  essentially,  then 
we  require  a  look  at  additional  items.  For  example,  the  responsible  party  would  have  to 
determine  what  specific  constituents  are  present  in  order  to  determine  the  cleanup  action, 
(see  DRAFT  "Procedures  for  Establishing  Env  Restoration  Standards  for  Leaking 
Underground  Storage  Tank  Remediation  Actions"  for  further  info) 

b.  Are  your  cleanup  levels  flexible?  Why  or  why  not? 

-  [Mr.  Sullivan  stated  that]  in  the  sense  that  TPH  is  used  as  a  "first  cut". 
We  may  then  require  a  look  at  the  volatiles. 

c.  Is  risk  assessment  required  for  cleanup  of  PCS?  If  so,  when? 

-  [Mr.  Sullivan]  when  the  levels  are  above  our  "action  levels"  WY  does 
not  require  RA  the  way  most  people  think  of  RA.  We  concentrate  on  site  specific  data 
which  is  based  on  a  fate  and  transport  model,  (see  the  guidance  document  sent  by  Mr. 
Feusner) 


-  when  soils  samples  at  tank  sites  are  above  the  values  listed  in  the  Soils 
magazine  we  may  require... 

—  a  fate  and  transport  coupled  with  env.  risk, 

—  from  this,  the  final  remediation  number  will  be  the 
lowest  of  the  two  evaluation  processes 

--  "what’s  unique  about  this  methodology  is  that  it  attempts  to 
consider  as  much  site  specific  geological  criteria  as  possible  to  make  the  cleanup  levels 
as  realistic  as  possible  based  on  those  local  parameters" 

-  use  1x10'^  for  cancer  potency  factors 

d.  If  risk  assessment  is  used,  does  your  state  consider  TPH  levels  in 
assessing  risk?  If  so,  in  what  respect?  If  not,  why? 

-  in  our  proposed  guidance  specific  compounds  are  used  in  the  event  RA 
is  required  at  a  site  and  not  TPH 

--  we  use  specific  compounds  because  toxicity  information  is 
available  (toxicity  info  is  not  available  for  TPH) 

e.  How  does  your  state  regulate  soils  contaminated  with  jet  fuel? 

-  [Mr.  Sullivan]  I  believe  jet  fuel  is  treated  as  fuel  oil  [100  ppm  TPH] 
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f.  Does  site  age  make  a  difference  in  how  PCS  is  regulated? 

-  [Mr.  Sullivan]  not  in  particular,  our  screening  requirements  are  the  same 
regardless  of  site  age.  Age  of  the  site,  however,  will  dictate  cleanup  requirements 
because  at  a  weathered  site  the  volatile  fraction  are  usually  gone. 

g.  Does  your  state  have  plans  to  change  the  standards?  (Describe) 

-  currently  the  same  as  listed  in  the  Dec.  '92  Soils  magazine  article,  but  in 
the  process  of  adopting  rules  and  regulations  which  will  implement  both  a  TPH  and 
chemical  compound  specific  calculation  method— not  a  full  blown  RA  but  a  methodology 
(see  more  under  5b.) 

-  in  terms  of  UST/LUST,  WY  will  be  looking  at  BTEX  plus  any 
hazardous  substances  that  may  have  been  stored  in  an  underground  tank 

-  WY's  new  soil  remediation  criteria  will  be  based  on  the  evaluation  of  the 
following  two  aspects: 

(1)  "potential  to  contaminate  existing  GW  quality" 

(2)  potential  adverse  public  health  impacts  will  be  evaluated  using 
an  environmental  risk  assessment  process  for  contaminated  soil  ingestion  and  inhalation." 

-  as  a  result,  "site  specific  soil  remediation  standards  shall  be  determined 
by  the  department  based  on  whichever  value  is  lower"  (Draft  copy,  pg.  1) 

-  see  Draft  for  further  info 

3.  Please  explain  the  rationale  behind  the  development  of  your  state's  current 
cleanup  standards? 

-  our  soil  cleanup  policies  are  designed  to  protect  GW 

-  proposed  standards  were  selected  to  protect  GW 

-  GW  standards  (or  goal)  is  to  cleanup  to  MCL's 

-  the  cleanup  of  soils  is  driven  by  their  threat  to  GW 

a.  What  is  the  technical  basis  for  the  standards? 

-  [Mr.  Sullivan]  it  is  my  understanding  that  the  "action  level"  numbers 
WY  uses  are  low  enough  that  there  should  be  a  pretty  good  margin  of  safety 
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-  [Mr.  Sullivan]  not  sure  of  any  research  studies  verifying  our  numbers.  It 
is  my  understanding  that  the  numbers  were  commonly  used  numbers  (amongst  other 
states)  when  WY  adopted  them. 

b.  Was  another  state's  approach  (or  specific  study)  used  in  establishing  your 
standards  (i.e.  California  LUFT  manual  or  Stokeman  &  Dime's  research)? 

-  the  (new)  TPH  criteria  WY  is  proposing  has  been  selected  based  on 
Stokeman's  study  in  NJ  to  protect  GW  to  MCL  concentrations 

4.  Please  present  advantages  and  disadvantages  in  using  a  TPH  cleanup  standard. 

ADVANTAGES:  [Mr.  Sullivan] 

-  TPH  is  easy  to  do 

~  cheap 

-  gives  a  general  idea  of  what  the  contamination  is 

-  TPH  is  a  good  screening  tool 

-  provides  you  with  a  low  cost  indication  of  what  may  be  in  the  soil 

DISADVANTAGES:  [Mr.  Sullivan] 

-  not  necessarily  representative  of  what  the  cou  lamination  is 

-  you  may  miss  important  compounds  when  looking  at  TPH  such  as  the  volatile 
organics 

-  by  itself  it  may  be  misleading  if  you  do  not  have  enough  additional  information 
about  the  site 

a.  Comment  on  use  for  measuring  risk. 

-  TPH  does  not  tell  you  anything  in  terms  of  risk 

•  must  look  at  individual  compounds  to  consider  risk  assessment 

-  comparing  the  two  would  be  like  comparing  apples  to  oranges 

b.  Comment  on  use  for  indicating  contaminant  mobility. 

-  [Mr.  Sullivan]  we  only  use  our  TPH  action  levels  to  close  the  site  and 
not  as  an  indication  of  contaminant  mobility 

-  in  the  case  with  petroleum,  you  really  only  need  to  look  at  benzene 
because  it  is  the  most  mobile.  Poly-nuclear  aromatics  may  be  just  as  toxic  but  there 
mobility  is  nil  compared  to  benzene 

-  he  thinks  that  if  you  take  care  of  benzene,  regardless  of  your  remediation 
process,  you'll  take  care  of  everything  else  in  the  process 
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5.  If  a  TPH  cleanup  standard  is  used,  are  different  cleanup  levels  appropriate  for 
different  petroleum  products  (i.e.  gasoline  vs  diesel). 

-  see  breakout  in  Soils  magazine 

6.  Please  present  advantages  and  disadvantages  associated  with  using  a  compound 
specific  standard  (address  risk  and  mobility  considerations). 

ADVANTAGES:  [Mr.  SuUivanl 

-  allows  to  look  at  specific  constituents  which  are  known  to  be  hazardous 

-  a  compound  specific  standard  could  possibly  be  a  better 

DISADVANTAGES:  [Mr.  Sullivan] 

-  looking  at  each  conit^und  would  be  more  expensive  (on  the  analysis)  and 
require  a  more  detailed  effort  (more  things  to  look  at) 

7.  If  a  compound  specific  standard  is  used,  what  chemical  compounds  should  be 
included  (identify  for  different  petroleum  products)? 

'  Compound  specific  standard  not  used 

8.  Is  there  any  other  informaticm/considerations  you  would  recommend  we  look  at 
in  our  research? 

Other  additional  information  provided: 

-  he  doesn't  feel  that  risk  assessment  is  necessary  for  petroleum 
contamination  because... 

-  most  LUST  sites  are  buried  and  there  are  no  pathways  of  exposure 
except  GW 

-  regardless  of  the  risk  presented  in  GW  contamination  it  is  WY  policy 
to  clean  up  all  contaminated  GW  to  MCL’s 

-  WY  policy  is  to  protect  GW  as  a  potential  drinking  water  source 

-  basically,  all  aquifer's  will  be  protected  to  drinking  water  criteria 

-  he  sent  me  the  proposed  new  standards/policies  of  UST/LUST  in  WY 
--  titled  "Procedures  for  Establishing  Env  Restoration  Standards  for 

Leaking  Underground  Storage  Tank  Remediation  Actions" 

-  [Mr.  Sullivan]  there  is  no  indication  that  out  "action  level"  numbers  (i.e  the 
TPH  numbers  discussed  above)  will  change  even  though  we  have  new  proposed 
jjroccUuics. 
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Twhnical  Expert  Interview 


Contact:  Dr.  Bruce  Bauman 

Senior  Environmental  Scientist 
American  Petroleum  Institute  (API) 
Ph:  202-682-8000 
Fax;  202-682-8270 


Date  of  Interview:  17  Jun  93 


1.  nease  state  your  name,  title,  and  agency.  Please  describe  your  expertise  and 
experience  with  petroleum  contaminated  soil  (PCS). 

EDUCATION: 

-  PhD  in  Soil  Science 


EXPERIENCE: 

-  involved  with  the  issues  of  petroleum  contaminated  soils  (PCS)  since  1985 
(arrived  at  API  in  1985) 

-  Involved  with  a  number  of  research  projects  in  thic  area  which  include: 

—  evaluation  of  state  regulations  for  soil  contamination  and  remediation 

activities 

2.  Comment  on  the  importance  of  ri^  assessment  in  developing  PCS  cleanup 
standards  or  approaches. 

- 1  am  a  strong  proponent  for  RA  of  contaminated  soils 
- 1  feel  that  RA  is  very  important  in  developing  PCS  cleanup  standards 

-  The  alternatives  (to  RA)  that  have  been  used  are  what  I  term  as  generic  cleanup 
standards.  I  feel  the  numbers  that  have  been  used  by  states  for  TPH  and  BTEX,  for  the 
most  part,  are  not  very  well  based  in  science.  There  are  some  states  that  made  an  effort  to 
add  some  science  to  their  evaluation  but  when  they  do  so  they  typically  make  worst  case 
assumption. 

-  With  hydrocarbons  the  pitch  I  make  is  that  the  petroleum  hydrocarbons  are  not 
going  to  be  persistent  over  time.  The  level  of  contamination  in  soils  should  decrease 
over  time  due  to  biodegradation,  volatilization,  and  leaching. 

-  PCS  cleanup  criteria  should  be  developed  on  a  risk  based  approach.  Must 
consider  site  specific  data  such  as  GW  proximity. 
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3.  What  risk  assessment  criteria  are  important  in  establishing  a  PCS  cleanup 
standard?  Which  is  most  important  and  why? 

MOST  IMPORTANT: 

-  the  existing  quality  and  use  of  the  GW  that  might  be  impacted  is  prob  ly  the 
most  important  when  dealing  with  subsurface  petroleum  contamination.  The  reasons 
why  are: 

-  low  quality  GW  should  allow  for  much  higher  cleanup  levels 

-  if  the  GW  is  a  drinking  water  source  or  potential  drinking  water  source  then 
more  stringent  cleanup  criteria  are  warranted 

OTHER  IMPORTANT  CRITERIA: 

-  the  volume  of  soil  that  is  contaminated 

-  the  concentration  of  the  contaminant  in  the  soil 

-  if  there  is  any  uncontaminated  soil  between  the  contaminated  soil  and 
the  GW 

[Do  you  think  soil  ingestion  is  a  concern?] 

-  most  of  my  experience  is  with  Gasoline  Station  contamination  where  the 
contaminated  soil  is  covered  by  pavement 

"  but  in  cases  where  surface  soils  are  exposed,  I  think  that  biodegradation 
should  not  concentration  down  very  readily  for  surface  soils  in  a  short  period  of  time 

4.  Should  separate  standards  be  established  for  different  petroleum  products  (i.e. 
gasolines,  middle  distillates,  diesel,  heavy  fuels)?  Why  or  why  not? 

- 1  consider  diesel  a  middle  distillates 

-  For  gasoline  and  the  middle  distillates  I  think  that  BTEX  are  a  better  criteria 
than  total  contamination  present. 

-  For  the  heavier  fuels  you  have  a  much  different  situation  in  terms  of  the 
mobility  of  the  contaminants  and  the  kind  of  constituents  present.  With  the  heavier  fuels 
you  have  a  lot  more  PNA's  presents. 

- 1  think  that  it  makes  sense  to  have  separate  standards  for  the  following 
categories:  gasolines,  middle  distillates,  heavy  fuels  (as  long  as  they  are  risk  based). 

-  In  terms  of  GW  quality,  the  BTEX  constituents  should  drive  cleanup  standards 
for  gasoline  and  diesel  fuel  for  that  matter  (because  the  BTEX  components  are  the  most 
mobile  and  soluble  compounds).  BTEX  components  are  in  diesel  fuel  but  in  less 
concentrations  than  you  would  find  in  gasoline. 

-  Napthalenes  and  the  methyl-napthalenes  are  also  of  concern  in  fuels. 
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5.  Can  you  explain  the  popularity  of  the  TPH  standard? 

-  Its  roots  probably  come  from  the  water  laws  developed  in  this  country.  Back  in 
the  mid-80's  when  some  of  the  first  standards  were  evolving  people  worried  about 
petroleum  contamination  of  water.  They  worried  about  oil  and  grease  so  it  seemed 
natural  to  look  at  the  total  contamination  (TPH). 

- 1  believe  the  first  TPH  standards  came  out  back  in  '85  or  '86 

'  it's  a  simple  and  cheap  technique 

a.  Where  was  the  standard  developed? 

-  see  above 

b.  What  is  the  technical  basis  for  the  standard? 

-  the  most  widely  used  criteria  is  100  ppm  TPH 

-  the  100  ppm  TPH  standard  can  be  traced  to  CA  (the  LUFT  manual) 

--  CA  picked  the  100  ppm  TPH  number  so  that  have  their  sites  would  be  below 
and  half  would  be  above  and  therefore  they  did  not  have  to  look  at  half  of  their  sites 
it  has  propagated  from  there 

c.  Is  it  appropriate  to  require  cleanup  of  PCS  to  a  strict  TPH  cleanup  level? 
Why  or  why  not? 

-  TPH  may  have  some  merit  when  you  have  fuels  that  do  not  have  much  BTEX  in 

them 

-  If  you  cleanup  a  site  to  100  ppm  TPH,  in  most  you  probably  have  the  site  clean 
enough  so  that  you  do  not  have  to  worry  about  any  significant  health  hazards  (pts  long  as 
the  cleanup  is  risk  based) 

6.  Please  describe  advantages  and  disadvantages  of  a  TPH  standard  for  cleanup  of 
PCSs. 

ADVANTAGES: 

-  it's  a  simple  and  cheap  technique 

-  it  looks  at  a  wide  range  of  contaminants 

-  some  TPH  number  might  make  sense  for  middle  distillates  if  the  appropriate 
methods  and  risk  assumptions  are  used 

DISADVANTAGES: 
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-  TPH  does  not  makes  sense  for  gasoline  contamination 

-  When  you  analyze  gasoline  for  TPH  you  lose  a  lot  of  the  volatiles  (due  to 
evaporation)  in  the  process 

-  Perhaps  the  biggest  drawback  to  TPH  is  that  the  analytical  procedures  for  TPH 
vary  so  much.  It  is  one  of  my  primary  concerns  with  the  use  of  TPH. 

—  there  are  many  methods  used  to  measure  TPH  such  as  the  standard  procedure 
418. 1,  the  CA  LUFT  method  (8015  modified),  and  many  other  methods  in  between. 

“  The  418.1  method  and  even  the  CA  method  are  relatively  poorly  written. 
These  methods  allow  a  lot  of  variability  in  the  way  that  a  person  runs  the  test  and  the 
way  that  the  results  are  interpreted,  because  of  this,  you  may  send  a  sample  to  a  dozen 
different  labs  to  do  418. 1  and  they  may  come  up  with  numbers  that  differ  by  an  order  of 
magnitude  or  a  couple  r>f  of  magnitude  for  that  matter. 

-  Even  the  8015  modified  method  allows  to  much  variability 

-  You  may  get  false  positives  with  TPH  analysis  (i.e.  some  organic  matter  present 
in  the  soil  may  show  up  in  the  measurement) 

a.  Comment  on  use  for  measuring  risk. 


-NO, 

-  TPH  from  a  gasoline  analysis  is  going  to  be  totally  different  than  a  diesel 
analysis.  This  drawback  inhibits  the  potent!^  to  correlate  risk  with  TPH. 

b.  Comment  on  use  for  indicating  cmitaminant  mobility  potential? 

-  TPH  does  not  indicate  mobility 

“  there  is  a  general  correlation  between  the  size  of  the  hydrocarbon  molecule 
and  its  mobility  potential  (i.e.  the  gasoline  constituents  are  more  mobile  than  the  diesel 
constituents  which  are,  in  turn,  more  mobile  than  the  heavier  fuel  constituents) 

-  TPH  does  not  differentiate  between  the  constituents  to  indicate  mobility 

7.  nease  describe  advantages  and  disadvantages  of  a  compound  specific  standard 
for  cleanup  of  PCSs. 

ADVANTAGES: 

-  since  almost  all  risk  calculations  are  based  on  specific  compounds  it  makes 
sense  to  have  compound  specific  standards 

-  the  numbers  that  you  get  from  analyzing  for  specific  compounds  are  used  in  fate 
and  transport  models 

DISADVANTAGES: 

-  more  expensive  (the  analytical  tests) 
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a.  Comment  on  risk  considerations. 


-  see  above 

b.  Comment  on  contaminant  mobility  considerations. 

-  see  above 

[What  are  the  concerns  with  the  longer  chain  hydrocarbons  once  the  BTEX 
constituents  are  cleaned  up?] 

-  the  longer  chain  hydrocarbons  are  a  lot  less  mobile  and  therefore  normully 
present  less  risk  from  a  migration  potential  standpoint  (less  soluble  also). 

-  There  is  not  a  lot  of  health  studies  that  have  been  done  on  the  longer  chain 
hydrocarbons,  hence  the  focus  on  those  mobile,  soluble  constituents  which  have  been 
looked  at  in  health  studies. 

-  Dr.  Bauman  believes  that  focusing  on  cleaning  up  the  benzene  will  probably  be 
sufficient  in  most  circumstances.  Again,  the  other  hydrocarbons  are  less  mobile  and  have 
less  of  a  potential  to  contaminate  GW. 

8.  Is  a  TPH  standard  or  compound  specific  standard  more  protective  of  human 
health  from  a  risk  standpoint?  Why? 

-  Compound  specific  would  be  more  protective  because  it  tells  you  more  about 
what  the  risk  is  (RA  are  based  on  specific  chemicals) 

-  With  TPH  you  do  not  know  how  much  of  the  known  hazardous  chemicals  are 
represented. 

9.  What  indicator  compounds,  if  any,  do  ytni  feel  should  be  used  in  establishing 
cleanup  standards  for  PCSs? 

-GASOLINE:  BTEX 

-  MIDDLE  DISTILLATES;  BTEX  and  maybe  Napthalenes 

-  HEAVIER  FUELS;  probably  the  PNA's  because  the  most  is  known  about 

them 

-  Dr.  Bauman  considers  jet  fuel  a  hyl»id  between  gasoline  and  kerosene  (1/2 
gasoline  - 1/2  kerosene) 

”  jet  fuel  should  be  treated  somewhere  between  gasoline  and  the  middle 

distillates 
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10.  Is  there  any  other  information/considerations  you  would  recommend  we  look  at 
in  our  research? 

-  I'll  send  you  some  4  or  5  papers  on  TPH  and  risk  for  middle  distillates 
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Technical  Expert  Interview 


Contact:  Dr.  Paul  Kostecki  Date  of  Interview:  21  May 

Research  Associate  Professor 
University  of  MASS 
Managing  Director  for  CHESS 

1.  Please  state  your  name,  title,  and  agency.  Please  describe  your  expertise  and 
experience  with  petroleum  contaminated  soil  (PCS). 

-  involved  with  PCS  technical  and  policy  issues  since  198^! 

-  from  a  research  standpoint  looking  at  best  technology  for  cleanup  as  well  as 
focusing  in  on  the  risk  assessment  portion  of  cleanup.  Specifically,  the  exposure 
assessment  through  the  amount  of  soils  children  ingest. 

2.  Comment  on  the  importance  of  risk  assessment  in  developing  PCS  cleanup 
standards  or  approaches. 

-  Dr.  Kostecki  believes  risk  assessment  (RA)  is  important  in  developing  PCS 
cleanup  standards  or  approaches 

-  RA  provides  a  tool  that  allows  people  to  look  at  a  site  in  the  same  son  of  terms 
and  develop  their  decision  on  whether  to  clean  it  up  or  not  clean  it  up  based  on  a  certain 
set  of  guidelines  (RA  guidelines) 

--  these  guidelines  are  flexible  enough  to  allow  for  site  specific  information  to 
be  brought  into  the  decision  making 

-  "with  regards  to  determining  the  real  risk  and  or  the  real  dangers  at  a  site,  RA 
methodology  is  the  most  flexible  and  realistic” 

-  RA  allows  one  to  "tailor"  the  cleanup  to  a  specific  site  and  could,  therefore, 
reduce  the  overall  cost  of  cleanup 

-  when  "cleanup  numbers"  are  set  they  are  full  of  conservative  assumptions 

-  all  of  these  conservative  assumptions  together  results  in  a  very  conservative 
cleanup  number  and  because  of  this  he  believes  that  the  majority  of  sites  are  being 
cleaned  up  to  low  levels 

-  using  RA  "has  to  be  more  cost  effective"  because  you  can  eliminate  the  overly 
conservative  assumptions  and  "tailor"  your  cleanup  activities  to  a  particular  site 

-  "cleanup  standards  or  numbers  reduce  the  flexibility  of  decision  making  and 
make  cleanup  a  black  and  white  issue” 
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-  those  proponents  for  "cleanup  numbers"  argue  that  when  you  have  flexibility 
and  allow  for  "judgement  calls",  as  is  the  case  when  RA  is  used,  it  adds  to  the  time 
component  of  cleanup 

-  people  spend  a  lot  of  time  debating/discussing  why  they  did  something  this 
way  or  that  way  which  often  results  in  no  cleanup  action  at  all 

-  those  in  favor  of  "cleanup  numbers"  say  that  if  there  is  a  number  you  eliminate 
the  discussion/debate  involved  with  RA/judgement  calls  and  therefore  can  more  quickly 
move  into  cleanup  actions 

3.  What  risk  assessment  criteria  are  important  in  establishing  a  PCS  cleanup 
standard?  Which  is  most  important  and  why? 

-  to  have  adequate  health  information  about  the  constituents  of  the  petroleum 
product 

--  "it's  imponant  to  have  a  good  handle  on  the  constituents  of  concern  at  a 
petroleum  contaminated  site" 

-  need  a  very  good  handle  on  the  potential  exposure  routes 

for  example:  if  you  had  a  gasoline  spill  the  soil  ingestion  pathway  would  of 
normally  little  concern  because  of  the  characteristics  of  the  BTEX  components  (which 
are  considered  to  be  the  constituents  of  concern  for  gasoline).  BTEX  are: 

—  volatile 

—  soluble 

—  they  move  in  the  subsurface 

-  for  heavier  fractions  like  diesel:  the  importance  of  GW  contamination 
becomes  less  and  the  soil  ingestion  pathway  may  be  of  more  importance  because  of 
PAH's  and  because  the  heavier  end  distillates  bind  to  the  soil  more  than  the  gasoline  or 
lighter  end  distillates 

MOST  IMPORTAiNT: 

-  a  chemical's  potential  to  cause  harm  in  the  event  of  exposure 

'  the  potential  of  a  hazardous  chemical  to  reach  a  receptor 

--  as  an  example:  if  you  have  something  that  is  very  hazardous  in  small 
quantities  and  has  a  high  likelihood  of  reaching  a  receptor  than  you  have  a  high  risk 

-  chemical  constituents  that  do  not  move  or  do  not  go  anywhere  and  are  not 
hazardous  should  exposure  occur  than  there  would  not  bt  much  risk  associated  with  it 

4.  Should  separate  standards  be  established  for  different  petroleum  products  (i.e. 
gaso'mes,  middle  distillates,  diesel,  heavy  fuels)?  Why  or  why  not? 

'  1  would  say  yes  if  they  were  done  on  a  chemical  constituent  basis,  but  there  is 
too  much  variation  of  what  is  in  petroleum  products  (see  notes  at  end) 
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-  Since  I  feel  the  scientific  community  does  not  know  enough  about  what  happens 
in  the  environment  to  all  of  the  constituents  found  in  petroieum  pr^ucts,  I  would  have  to 
say  NO  right  now 

5.  Can  ymi  explain  the  popularity  of  the  TPH  standard? 

-  TPH  was  "one  of  the  first  numbers  that  was  out  there  in  the  literature"  (100 

ppm) 

-  people  were  looking  for  something,  some  guidance 

-  the  engineers  and  the  lawyers  love  it  because  it  is  a  number  (concrete) 

a.  Where  was  the  standard  developed? 

-  the  100  ppm  TPH  standard  was  developed  in  New  Jersey 

b.  What  is  the  technical  basis  for  the  standard? 

-  Stokeman  and  Dime  article  (see  critique  in  book  Petroleum  Contaminate 

Soils) 

[Please  comment  on  the  Stokeman  and  Dime  research.] 

-  many  gaping  holes  in  the  Stokeman  and  Dime  RA 

-  Stokeman  and  Dime  used  the  chemical  constituents  in  a  virgin  product,  but  that 
changes  immediately  once  a  product  is  spilled 

-  Stokeman  and  Dime  used  one  type  of  gasoline  (there  is  a  lot  of  variation  in 
gasoline  throughout  the  country) 

-  Stokeman  and  Dime  used  benz(o)pyrene  as  a  surrogate  PAH  but  Dr.  Kostecki  is 
not  sure  that  is  the  most  accurate  way  of  doing  it 

-  Stokeman  and  Dime  used  soil  ingestion  data  that  was  not  the  most  accurate  at 
the  time 


c.  Is  it  appropriate  to  require  cleanup  of  PCS  to  a  strict  TPH  cleanup  level? 
Why  or  why  not? 

-  no,  because  there  is  no  health  basis  for  TPH  and  the  problems  with  the 
analysis  of  TPH  for  different  types  of  petroleum  products  are  to  great 
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6.  Please  describe  advantages  and  disadvantages  of  a  TPH  standard  for  cleanup  of 
PCSs. 

ADVANTAGES: 

-  "its  a  number" 

-  "people  believe  that  is  takes  a  broad  cut  at  the  chemicals  that  arc  there" 
DISADVANTAGES: 

-  "it  is  not  necessarily  a  realistic  cut  or  a  representative  cut  at  the  chemicals  that 
arc  there" 

-  the  amount  of  TPH  in  soils  can  vary  based  on  the  petroleum  product,  site 
specific  characteristics,  time  it  has  been  there 

-  there  are  difficulties  in  determining  what  you  are  actually  measuring: 

"  "a  TPH  measurement  by  one  methodology  isn't  the  same  as  a  another  type  of 
method” you'd  be  looking  at  different  ends  of  the  spectrum  depending  on  the  type  of 
analytical  method 

a.  Comment  on  use  for  measuring  risk. 

-  a  TPH  number  tells  you  nothing  about  risk  associated  with  the  soil-there 
is  no  health  basis 

”  as  an  example:  a  100  ppm  TPH  measurement  at  a  fresh  site  may 
have  9  ppm  of  benzene  contributing  to  the  100,  but  a  100  ppm  measurement  at  a 
weathered  site  may  only  have  1  ppm  of  benzene  contributing  to  the  100  ppm 

b.  Comment  on  use  for  indicating  contaminant  mobility  potential? 

-  a  TPH  measurement  does  not  tell  you  anything  about  the  contaminant 
mobility  potential  (the  differences  between  the  constituents  would  tell  you  this) 

7.  Please  describe  advantages  and  disadvantages  of  a  compound  specific  standard 
for  cleanup  of  PCSs. 

ADVANTAGES: 

-  allows  you  to  concentrate  on  the  "bad  actors" 

DISADVANTAGES: 

-  for  some  fuels  it  is  still  a  debate  as  to  what  compounds  are  representative  of  the 
mixture 

a.  Comment  on  risk  considerations. 
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-  from  a  risk  perspective,  those  compounds  that  are  hazardous  and  are 
relatively  mobile  should  be  focused  in  on 

b.  Comment  on  contaminant  mobility  considerations. 

-  there  are  certain  constituents  that  are  relatively  mobile  and  if  GW 
contamination  is  of  concern  then  it  may  be  appropriate  to  focus  on  these  constituents 

-  there  are,  however,  some  compounds  found  in  the  heavier  fraction 
products  that  are  not  relatively  mobile  yet  may  be  of  concern  if  soil  ingestion  is  a 
concern 

8.  Is  a  TPH  standard  or  compound  specific  standard  more  protective  of  human 
health  from  a  risk  standpoint?  Why? 

-  "a  compound  specific  standard  is  certainly  more  protective"  because  a 
compound  specific  standard  is  more  accurate  than  a  TPH  standard 

9.  What  indicator  compounds,  if  any,  do  you  feel  should  be  used  in  establishing 
cleanup  standards  for  PCSs? 

-  an  indicator  compound  in  gasoline  (as  afar  as  mobility)  is  MTBE.  MTBE 
almost  always  leads  the  contamination  plume 

”  MTBE  indicates  that  the  contaminant  is  gasoline 

-  MTBE  does  not  indicate  risk  however  (compared  to  benzene  there  is 
less  hazard  associated  with  it  than  with  benzene) 

-  you  have  to  be  careful  when  talking  about  indicator  compounds.  Indicator 
compounds  can  be  used  to  indicate  mobility,  what  the  contaminant  is,  and  hazard. 

-  for  diesels  or  heavier  fuels  it  should  probably  be  the  PAH's,  such  as 
naphthalene,  benz(o)pyrene 

-  Dr.  Kostecki  has  seen  literature  saying  that  diesel  fuel  has  no  BTEX  and  other 
literature  saying  7%  BTEX  were  found  in  some  diesel  samples 

10.  Is  there  any  other  information/considerations  you  would  recommend  we  look  at 
in  our  research? 

POTENTIAL  EXPERTS  TO  TALK  TO: 

1.  Bruce  Bauman  at  API 

2.  Dr.  Ray  Laoer:  Univ  of  Texas  at  Austin 
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Chainnan  of  Scientific  Advisory  Board  for  the  EPA 

3.  Dr.  Jim  Dragon;  Dragon  Corp.,  Senior  Editor  of  AYAHS  Journal 

phone:  313-932-0228  FAX:  313-932-0618 

4.  Dr.  Tim  Potter:  UMASS  Analytical  Chemist 

phone:  413-545-3505  FAX;  413-545-5910 

FURTHER  NOTES: 

-  the  variatility  of  the  chemical  constituent  data  available  on  petroleum  products 
makes  it  difficult  to  identify  (with  certainty)  those  chemicals  that  represent  the  hazard 
associated  with  the  whole  mixture 

-  the  info  on  gasoline  and  the  research  done  on  gasoline  allows  the  most 
confidence  (of  any  petroleum  product)  in  identifying  the  surrogate  components 
representing  the  risk  of  <Ta<!oline  mixtures-BTEX 

-  there  is  not  enough  known  chemically  about  other  fuels  such  as  diesel  fuel  and 
certainly  not  enough  known  about  the  fate  and  transport  of  such  fuels 

-  Dr.  Kostecki  suggests  talking  to  the  editor  of  Soils  magazine  about  publishing 
the  results  of  our  thesis  in  the  Dec  '93  issue 

-  Susan  Parker  is  the  editor  (816-254-8735) 
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Technical  Expert  (Air  Foria)  Interview 


21  Jun  93 

Contact:  Lt  Col  Ross  Miller 

Chief,  Technology  Transfer  Division 

Air  Force  Center  for  Environmental  Excellence 

2.  What  are  Air  Force  concerns  regarding  the  standards  used  for  cleanup  of 
petroleum  comtaminated  soils  (PCSs)? 

-  The  concern  is  that  if  a  cleanup  standard  is  based  on  TPH,  the  standard  has  no 
substance.  The  TPH  standard  was  developed  as  a  screening  standard.  It  makes 
reasonable  sense  to  use  it  as  a  screening  standard  to  give  an  indication  that  BTEX  might 
be  present,  but  it  makes  no  sense  as  a  cleanup  standard  because  the  TPH  standard  was 
based  on  BTEX  from  the  beginning. 

-  There  might  be  a  better  standard  than  BTEX.  But,  it  is  clear  that  the  TPH  standard 
is  based  on  a  BTEX  standard. 

-  [We  have  identiEed  concerns  from  some  regulators  that  the  makeup  of  petroleum  is 
extremely  variable  and  that  if  TPH  is  left  in  the  ground,  there  may  be  some  compounds 
other  than  BTEX  that  would  present  risk.  Could  you  comment  on  this?] 

-  John  Wilson,  EPA,  said  that  before  we  arc  ever  going  to  get  rid  of  the  TPH 
standard  we  are  going  to  have  to  do  more  toxicological  studies  on  TPH.  There  is  a 
proposed  Air  Force  project  at  Tyndal  AFB  to  do  this.  This  is  going  to  be  a  very  difEcuIt 
study.  The  question  is  the  compounds  and  levels  used  to  conduct  bioasseys:  when  there 
is  no  BTEX  left,  no  heptane  left,  or  no  dodane  left?  At  what  point  are  you  going  to  do 
this?  You  can  see  that  you  very  rapidly  get  to  such  as  large  study  that  you  wouldn’t  be 
able  to  reach  any  conclusions.  A  possibility  is  to  do  a  BTEX  and  a  non-BTEX  mixture 
and  compare  them. 

-  Again,  everyone  has  evolved  into  using  a  TPH  standard.  There  are  concerns 
that  there  might  be  compounds  in  petroleum  that  present  risk  which  we  are  not  aware  of, 
but  in  fact  it  was  developed  from  a  BTEX  standard.  There  is  no  reasonable  reason  to 
believe  that  there  are  substances  in  petroleum  more  toxic  that  the  BTEXs,  or  probably 
even  of  the  same  order  of  magnitude  of  toxicity.  If  you  take  some  the  compounds  that 
they  have  data  on  and  look  at  the  LD50's,  you  can  see  that  the  straight  chained 
hydrocarbons  just  aren't  toxic  in  the  same  order  of  magnitude  as  the  aromatics. 

-  If  you  get  rid  of  the  BTEX,  on  the  surface  at  least,  it  looks  like  the  site  will  be 
reascnably  clean. 

-  TPH  is  an  over-conservative  approach  due  to  lack  of  knowledge. 
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3.  Can  you  provide  the  history  behind  the  Air  Force's  concerns  in  the  standards 
used  for  cleanup  of  PCSs? 

-  Lt  Col  Miller  initiated  these  concerns  with  his  paper  that  will  be  published  in  the 
Military  Engineer.  The  paper  has  been  approved  for  publication. 

4.  What  historical  and/or  current  trends  can  you  identify  in  regulatory 
requirements  for  cleanup  of  PCS  (i.e.  negotiation  of  cleanup  requirements)? 

-  This  whole  problem,  from  what  you’re  finding  [regarding  flexibility  in  the  state 
standards  and  provisions  for  conducting  risk  assessments]  may  be  more  of  a  perception 
problem  and  lack  of  Air  Force  personnel  being  fully  in  formed  on  their  options.  So  they 
are  just  launching  out  on  the  100  ppm  TPH  standard. 

-  When  I  go  and  talk  and  ask  the  question  about  who  is  being  held  to  a  100  ppm 
standard,  ninety  percent  of  the  hands  in  the  room  go  up.  It  may  very  well  be  that  the 
people  that  you  are  talking  to,  at  that  level,  have  the  latitude  to  make  decisions  based  on 
risk.  But  the  people  that  are  dealing  with  our  bases  don’t.  So  they  are  using  100  ppm. 

- 1  think  you’ve  identified  the  major  trend,  that  regulators  are  looking  more  at  risk. 
Although  this  is  the  official  party  line.  I'm  not  sure  that  this  is  happening  in  practice.  I'm 
not  sure  where  the  breakdown  is.  My  suspicion  is  that  it  is  a  lack  of  understanding  with 
our  base  folks  with  how  much  flexibility  they  have  with  the  regulation. 

-  Everybody,  when  I  ask  the  question  says  that  they  are  still  going  to  100  ppm  TPH. 
That's  the  general  answer.  There  are  people  that  say  they  look  at  BTEX,  but  Acre  are 
very  few  that  look  at  it  by  itself. 

-  [Do  you  feel  the  best  way  to  go  with  this  is  to  have  some  sort  of  modelling 
program  that  can  be  used  to  establish  set  criteria?]  There  are  a  lot  of  vadose  zone 
type  models  that  one  can  use  to  predict  BTEX  leaching  from  soils  to  groundwater. 

We’ve  taken  the  approach  with  bioventing  that  we  are  going  to  go  out  and  remove  the 
BTEX.  An  existing  vadose  zone  model  could  then  be  used  to  say  at  what  point  we  are 
safe.  These  points  have  been  established.  If  we  accept  the  fact  that  the  work  that 
California  did  is  adequate  then  those  safe  levels  in  soil  have  already  been  established.  If 
we  achieve  those,  I  think  we’ve  done  all  we  really  need  to  do. 

-  Plus,  what  we  are  finding  is  that  there  is  not  much  BTEX  left  in  the  majority  of  our 
sites.  If  the  BTEX  is  gone  and  the  risk  is  gone,  we  should  not  be  touching  these  sites. 
We  should  not  even  be  bioventing  them.  We  are  finding  a  lot  of  sites  that  are 
oxygenated  all  the  way  to  the  water  table  already.  We  are  backing  off  and  saying 
bioventing  is  not  going  to  do  any  good  here,  let  nature  take  its  course.  At  these  sites 
there  is  no  BTEX;  it  is  gone  and  is  nondetectable  (in  the  soils  anyway). 


176 


-  What  you'll  find  however,  is  that  the  soils  analysis  is  not  the  best.  You  can  get  a  lot 
of  nondetects  in  soils,  but  you’ll  still  have  some  BTEX  in  soil  gas.  I’ve  got  one  case  were 
I've  got  non-detect  in  soil  and  900  ppm  in  soil  gas. 

-  If  BTEX  is  good  indicator  and  so  are  volitale  compounds,  we  should  be 
characterizing  sites  based  on  soil  gas,  install  bioventing  systems  and  treating  them. 

When  soil  gas  reaches  a  predetermined  level,  we  should  quit.  We  should  forget  the  soil 
sampling.  We’ll  spend  more  money  doing  sampling  then  cleaning  the  sites. 

-  [I  assume  you  mean  the  lighter  fractions  of  petroleum,  how  about  the  heavier 
fractions  of  petroleum?]  Again,  we  can  use  a  fate  and  transport  model,  but  we  know 
what  happens.  PAH's  don’t  move.  The  heavier  aliphatics  have  extremely  low  solubility. 
So,  if  you  US'*  the  same  process  that  they  used  to  establish  safe  levels  of  BTEX  in  soils, 
we  woald  find  much  higher  levels  of  these  compounds  would  be  acceptable.  Then  you 
have  the  other  complicating  factor  that  there  is  no  (or  limited)  toxicity  data  on  n-decane 
or  do-decane. 

-  {Would  you  advocate  a  standard  based  on  PNA's]  No!  Because  what  is  the 
pathway?  We  have  a  viable,  plausible  pathway  with  BTEX  to  groundwater  and 
groundwater  to  human  consumption.  We  are  just  grasping  if  we  use  a  PAH  standard 
where  we  assume  an  ingestion  pathway.  The  ingestion  pathway  is  not  appropriate!  I 
don’t  think  that  a  PAH  standard  makes  any  sense. 

-  If  you  read  the  California  LUFT  manual,  the  reason  that  they  come  up  with  a  TPH 
standard  is  so  that  you  can  have  a  quick  and  dirty  indication  of  whether  there  is  BTEX 
there.  If  there  is  no  BTEX  in  the  soil  samples  all  the  way  the  water  table,  the  site  should 
be  closed  because  it  presents  no  risk  to  groundwater  (assuming  the  ingestion  pathway  is 
insignificant). 

5.  Please  describe  advantages  and  disadvantages  of  a  using  TPH  standard  for 
cleanup  of  PCSs 

-  There  is  a  huge  disadvantage  beyond  the  risk  aspects.  The  method  "sucks", 
generally  speaking.  If  you  use  a  method  418.1  for  TPH  the  concoction  that  the  method 
requires  that  you  put  together  has  virtually  no  similarity  to  what  we  find  at  our  petroleum 
sites.  To  give  you  a  good  example,  we  established  a  calibration  curve  using  the  method 
concoction,  then  we  made  a  calibration  curve  out  of  30  weight  oil,  just  like  the  oil  that 
contaminates  our  soil.  The  calibration  curves  were  different;  by  a  lot.  The  method 
makes  no  sense. 

-  Then  you  have  to  look  at  what  you've  got  when  you’re  done.  TPH  doesn't  mean 
anything. 

-  The  only  advantage  of  a  TPH  standard  is  money,  and  that  is  why  they  established 
the  standard  to  begin  with.  Really,  if  there  is  no  TPH  then  there  is  a  chance  that  there  is 
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no  BTEX.  Thus,  screening  for  TPH  would  preclude  you  from  wasting  the  money  from 
doing  a  BTEX  sample  using  8010/8020  or  whatever.  If  there  is  TPH,  what  that  means  is 
that  you  should  go  sample  for  BTEX.  You  should  not  infer  a  BTEX  level,  based  on  a 
TPH  level  because  there  is  no  way  to  do  it. 

-  The  intent  [of  using  TPH]  was  to  take  soil  out  underneath  a  tank  and  if  the  TPH  was 
at  a  certain  level  then  you  probably  have  a  BTEX  problem  somewhere  else.  That  was  it; 
and  we  shouldn't  read  anymore  into  it  than  that. 

6.  Please  describe  advantages  and  disadvantages  of  a  compound  specific  standard 
(such  as  BTEX)  for  cleanup  of  PCSs. 

-  Advantage  is  that  when  you  have  a  number,  you  have  a  number  that  means 
something.  You  have  to..' . ,  l^oical  data  that  is  associated  with  those  compounds  and  you 
can  do  a  risk  assessment  based  on  those  numbers. 

-  The  disadvantage  is  that  it  costs  a  little  more  to  do  it. 

7.  Do  you  feel  there  would  be  cost  savings  associated  with  a  compound  specific 
standard  verses  a  TPH  standard? 

-  No  question.  And  the  reasons  are  simple:  we  can  clean  it  up  faster  (we  know),  and 
if  we  take  it  one  step  further  and  get  rid  of  the  soil  sampling,  we  can  save  a  whole  bunch 
of  money  there. 

-  [At  several  Air  Force  sites]  Out  of  42  datapoints,  we  had  19  sites  with  BTEX  levels 
less  than  10  ppm.  If  you  look  at  the  state  standards,  a  number  of  states  are  using  a  total 
BTEX  standard  of  10  ppm.  These  numbers  are  before  bioventing.  A  number  of  states 
have  a  standard  for  benzene  at  1  ppm.  Out  of  the  42, 38  had  benzene  concentrations  less 
than  1  ppm.  If  benzene  is  the  indicator  compound,  this  indicates  that  we  don't  have  a 
problem.  This  is  the  good  news.  The  bad  news  is  that  many  of  the  sites  that  have  soil 
concentrations  less  than  1  ppm,  have  soil  gas  concentrations  in  the  hundreds  (ppm).  This 
calls  into  question  the  method  used. 

-  If  we  have  a  big  enough  data  set,  we  can  take  it  to  the  regulators  and  say  look:  "we 
can  go  out  there  and  close  a  bunch  of  these  sites  based  on  soil  samples,  but  we  know 
there  is  benzene  there  in  cenain  concentrations  from  soil  gas,  why  don't  you  let  us  be 
more  conservative  and  evaluate  our  sites  based  on  soil  gas."  Then  we  could  run  out  and 
do  soil  gas  surveys  which  are  cheap  and  fast.  If  there  is  significant  soil  gas  benzene,  we 
vacuum  it  for  a  while  until  its  gone...  and  that's  it.  It  is  a  clean  site...  done.  And  you 
avoid  the  huge  cost  of  soil  samples.  We're  talking  major  dollars  here.  One  hundred  to 
two  hundred  million  dollars  is  not  an  over-estimate  of  the  cost  implications. 

-  This  is  not  the  total  picture.  It's  also  risk  based.  If  someone  comes  back  to  us  and 
says  that  do-decane  is  toxic  at  certain  levels,  then  we  have  tO  re-look.  But,  we  should  not 
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be  the  people  having  to  prove  the  toxicity  of  every  compound  in  fuels.  We  are  taking  the 
ones  that  we  know  are  the  most  toxic,  know  are  the  most  mobile,  and  make  the  most 
sense  to  be  indicator  compounds.  And  if  we  remove  these  to  safe  levels,  then  that  should 
be  it.  So  its  better  from  a  public  health  standpoint  because  we  have  the  real  number,  and 
have  looked  at  it,  and  know  what's  there,  and  it's  much  better  from  a  cost  standpoint. 

-  We  [the  Air  Force]  likes  to  emphasize  the  risk  side. 

8.  Other  considerations 

-  With  regards  to  bioventing,  data  from  Engineering  Science  is  going  to  Battelle. 
Battelle  is  putting  the  data  into  the  form  we  want  and  is  putting  together  the  design 
manual  and  running  the  statistics.  We  need  to  get  their  data  sheets.  One  of  Major 
Miller's  charts  is  a  chart  showing  BTEX  divided  by  TPH  times  100.  This  shows  the 
percent  BTEX  in  TPH  (which  is  essentially  what  we  are  doing). 

-  Talk  to  Andrea  Leason  (614)  424-5942  [will  be  in  on  Thursday].  She  will  sent  the 
spreadsheet  she  uses  to  generate  the  graphs.  We  can  request  directly  from  her.  This  will 
be  a  dynamic  database  where  data  will  constantly  be  added.  Currently  there  are  35  sites 
in  the  database. 

-  Work  that  might  be  productive:  call  regulators  in  the  states  that  we  interviewed  and 
ask  them  about  their  cleanup  standards.  See  if  they  have  the  same  interpretation  of 
flexibility. 

-  [Do  you  think  there  would  be  more  costs  associated  with  performing  a  risk 
assessment  at  every  site]  I  am  not  suggesting  that  we  have  to  do  a  risk  assessment  at 
every  site.  I'm  suggesting  that  if  our  soil  reaches  a  BTEX  level  that  has  already  been 
determined  to  be  safe  that  it  should  be  enough.  I’m  not  suggesting  that  we  have  to  run  a 
fate  and  transport  model  at  every  site  to  show  what's  going  to  happen  with  our  BTEX. 

-  Because  even  if  it  hits  the  groundwater  then  we  have  the  next  step;  the  natural 
attenuation  in  the  groundwater.  We  are  saying  that  type  of  work  will  have  to  have  a  risk 
assessment,  because  we  know  it  will  be  required  in  order  to  sell  it.  But  that  will  not  be 
based  on  BTEX  in  soil,  it  will  be  based  on  BTEX  in  water. 

-  I've  heard  the  side  of  the  argument  that  it  is  cheaper  to  clean  up  to  a  100  ppm  TPH 
standard  than  to  go  through  the  hassle  of  doing  a  risk  assessment.  I  am  not  suggesting 
that  we  have  to  do  that  either.  If  we  have  risk  assessments  and  modelling  from  a  select 
number  of  sites  in  different  states  that  have  established  a  BTEX  standard,  that  should  be 
adequate. 
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Technical  Expert  Interview: 


Date  of  Interview:  27  May  1993 


Contact:  Dr.  Thomas  Potter 

Director  of  the  Mass  Spectrometry  Facility 
Univ  of  Mass 
Amherst,  MA 

1.  Please  state  your  name,  title,  and  agency.  Please  describe  your  expertise  and 
experience  with  petroleum  contaminated  soil  (PCS). 

EDUCATION: 

-  B.S.  in  Chemistry  from  UMAINE  (go  BLACK  BEARS!) 

-  M.S.  in  Soils  Science  from  Cornell  University 

-  PhD  awarded  by  UMASS  at  Amherst 

WORK  HISTORY: 

-  approx.  12  years  of  experience  in  working  in  the  analysis  of  petroleum  in  the 
environment  which  included: 

“  5  years  as  a  Regulator  (Director  of  Organic  Chemical  Analysis  Laboratories  for 
the  State  of  Maine) 

-  research  woik  at  UMASS  involving  environmental  fate  of  gasoline  and 
developing  "novel"  measurements  for  residues  of  gasoline  and  other  petroleum 
hydrocarbons  in  soil  and  water 

-  consultant  and  expert  witness  in  many  cases  involving  the  environmental  release 
of  petroleum 

2.  Comment  on  the  importance  of  risk  assessment  in  developing  PCS  cleanup 
standards  or  approaches. 

-  "I  thing  the  process  of  risk  assessment  and  risk  assessing  contaminants  in 
environmental  media  are  of  fundamental  importance  in  developing  meaningful 
standards." 

[Do  you  think  RA  is  needed  for  every  contamination  site  or  do  you  think  that  a 
generic  RA,  where  a  universal  standard  can  be  applied  to  all  sites,  is  more 
appropriate?] 

-  having  worked  for  a  regulatory  agency,  I  would  have  to  say  that  the  simplest  and 
most  direct  approach  is  establish  a  uniform  standard  and  apply  it  to  the  community  at 
large  (all  individuals  or  corporate  entities  who  may  be  responsible  parties) 


180 


-  technically,  there  is  certainly  an  argument  that  could  be  maUe  that  uniform 
standards  are  inappropriate  and  that  some  form  of  a  RA  should  be  applied  to  each  and 
every  site  to  determine  what  is  an  appropriate  or  acceptable  that  could  be  permitted  to 
remain  on  a  particular  site 

3.  What  risk  assessment  criteria  are  important  in  establishing  a  PCS  cleanup 
standard?  Which  is  most  important  and  why? 

-  "Fundamentally,  the  issue  is  exposure."  The  potential  for  exposure  needs  to  be 
evaluated. 

-  built  into  exposure  are  all  sorts  of  information  requirements  that  includes: 
amount  and  types  of  contaminants  present  in  various  media  as  well  as 
assessing  local  geologic,  geologic,  climatic  factors  which  allow  those  contaminants  to  be 
transported  thus  result  in  exposure  through  air,  soils,  water,  etc. 

-  the  toxicology  of  the  contaminants  must  be  investigated  and  examined  in 
considerable  detail  (once  exposure  has  occurred  what  arc  the  effects)--!  am  speaking 
from  the  perspective  as  an  analytical  chemist  and  a  soil  scientist  when  I  emphasize 
measurement  characterization  and/or  transport  environmental  fate 

-  in  other  words,  the  hazard  associated  with  the  contamination  and  its  ability  to  reach 
a  receptor  are  the  important  criteria 

{Do  you  think  there  is  enough  information  available  in  the  literature  to  identify 
surrogate  constituents  in  all  petroleum  products?] 

"I  feel  that  there  is  a  body  of  information  available  that  could  be  used  to  make  more 
informed  assessments  of  risk."  I  believe  that  there  is  more  research  that  is  necessary. 
Better  measurements  could  be  made  which  would  allow  people  performing  RA's  to  make 
more  informed  judgements  about  the  risks  from  environmental  releases.  The  key  to 
measuring  is  to  realize  that  the  proouct  is  changing  (because  of  migration, 
biodegradation,  etc.)  once  it  is  released  into  the  environment. 

[Please  comment  on  the  variability  in  petroleum  product  composition.] 

-  in  my  experience  the  variability  is  not  a  confounding  factor  because  of  the  other 
uncertainties  in  RA 

-  for  gasoline,  the  BTEX  constituents  are  the  fundamental  materials  that  need  to  be 
risk  assessed  based  on  their  toxicity-the  other  constituents's  relative  toxicity  is  far  less 
based  on  my  knowledge  of  the  published  literature 

[Do  you  think  that  there  are  indicator  compounds  in  diesel  and  jet  fuel  that  can  be 
used  with  confidence  in  RA?] 
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-  No.  I  do  not  believe  that  diesel  and  jet  fuel  have  been  that  effectively  characterized. 
My  best  guess  is  that  the  naphthalene  group  (including  akylated-napthalenes)  of 
compounds  would  be  the  most  appropriate  for  RA  based  upon  their  relatively  high 
concentrations  and  their  perceived  toxicity  for  the  middle  distillates. 

4.  Should  separate  standards  be  established  for  different  petroleum  products  (i.e. 
gasolines,  middle  distillates,  diesel,  heavy  fuels)?  Why  or  why  not? 

-  No.  I  do  not  think  there  should  be  some  uniform  standard  that  treats  each  fuel 
genericaJly.  Rather,  I  think  we  should  look  at  some  specific  fraction  of  the  fuels.  It 
would  be  my  opinion  that  the  aromatics  fraction  of  the  fuels  need  to  be  taken  into 
account  in  terms  of  settinq  ^  standard.  And  also  when  the  standard  is  set  some  direct 
measurement  of  the  contaminants  present  in  the  contaminated  media  and  should  be 
required. 

[Do  think  TPH  adequately  measures  aromatics  in  soil?] 

- '  loesn’t  differentiate  between  materials  which  are  aromatic  or  paraffinic  (sp?).  It 
says  they  are  petroleum  hydrocarbons  and  treats  all  petroleum  hydrocarbons  equally. 
More  is  known  about  the  aromatics  and  from  an  exposure  perspective  the  aromatics  are 
more  soluble  in  water  than  the  other  components  of  fuel.  The  logic  for  measuring 
aromatics  is  compelling  for  two  reasons: 

(1)  toxicity 

(2)  environmental  fate/mobility-aromatics  are  mobile  and  can 
contaminate  GW 

5.  Can  you  explain  the  popularity  of  the  TPH  standard? 

-  it  mystifies  me... 

a.  Where  was  the  standard  developed? 

- 1  have  heard  that  the  original  TPH  soil  contamination  standards  came  from  NJ 
and  was  based  on  a  very  simplistic  RA  that  was  done  at  a  time  that  a  standard  was 
needed. 


- 1  attribute  the  use  of  TPH  to  the  lack  of  leadership  from  the  EPA  (particularly 
in  the  1980’s).  The  EPA  said  that  petroleum  hydrocarbons  are  a  state  issue  and  let  each 
and  every  state  formulate  their  own  policy. 

b.  What  is  the  technical  basis  for  the  standard? 

-  see  above 
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c.  Is  it  appropriate  to  require  cleanup  of  PCS  to  a  strict  TPH  cleanup 

level?  Why  or  why  not? 

-  No,  because  of  the  uncertainty  in  the  data  both  in  terms  of  RA  and  in  terms  of 
analytical  measurement. 

-  For  example,  method  418.1  is  a  direct  measurement  of  the  paraffinic 
hydrocarbons  in  the  petroleum  hydrocarbons  extractable  from  the  soils.  With  this 
method,  there  is  no  direct  measurement  of  the  aromatic  hydrocarbons.  The  assumption  is 
made  that  the  environmentally  recovered  hydrocarbon  mixture  proportionally  has  the 
same  composition  as  the  standard  mixture  that  is  prepared  in  the  laboratory.  In  order  for 
this  measurement  to  be  valid  this  is  required.  Because  of  this,  there  is  an  inherent 
variability  to  this  measurement  method  (possibly  Dy  a  factor  of  2  or  more).  This  could 
add  to  the  cost  of  cleanup. 

6.  Please  describe  advantages  and  disadvantages  of  a  TPH  standard  for  cleanup  of 
PCSs. 

ADVANTAGES: 

-  People  know  what  it  is 

-  there  are  relatively  simple  and  low  cost  methods  for  making  TPH  measurements 
DISADVANTAGES: 

-  A  major  disadvantage  is  that  when  using  TPH  you  are  essentially  characterizing  all 
petroleum  hydrocarbons  2S  being  the  same  in  terms  of  their  environmental  hazard  such  as 
water  contamination  potential  and/or  toxicity  of  individual  compounds. 

a.  Comment  on  use  for  measuring  risk. 

-  TPH  adds  a  lot  of  uncertainty  to  the  RA.  You  could  use  it  in  RA  but  the 
uncertainty  could  go  both  ways  (i.e.  the  risk  could  be  more  or  less  of  what  is  estimated). 

b.  Comment  on  use  for  indicating  contaminant  mobility  potential? 

-  If  using  418. 1  it  doesn't  really  give  you  any  real  indication  of  mobility  or 
leaching  potential 

-  If  using  one  of  the  Gas  Chromatic  based  methods  (8015,  8020,  etc.),  you  may 
have  some  indication  of  the  mobility  potential  if  the  data  is  recorded  in  such  a  way  that 
you  get  a  boiling  point  distribution  of  the  hydrocarbon  mixture.  You  can  make  the 
general  inference  that  the  lower  the  boiling  point  of  the  mixture  or  the  lower  the 
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distillation  range  of  the  hydrocarbon  mixture  the  more  environmentally  mobile  it  is.  This 
assumption  has  limitations  also  such  as... 

(1)  protection  of  GW-you  must  look  at  the  aromatics 

7.  Please  describe  advantages  and  disadvantages  of  a  compound  specific  standard 
for  cleanup  of  PCSs. 

ADVANTAGES: 

-  Making  the  process  much  more  direct  (i.e.  focusing  on  individual  constituents)  is 
the  main  advantage. 

-  When  GW  contamination  is  of  concern,  the  focus  should  be  on  those  constituents 
that  are  relatively  soluble 

DISADVANTAGES: 

-  Fuel  composition  is  variable  and  certain  constituents  are  introduced  into  the  fuel 
stream  over  time  (such  as  MTBE)  which  need  to  be  taken  into  account.  RA  and 
standards  need  to  keep  pace  with  what  is  happening  in  the  petroleum  industry  in  terms  of 
the  types  of  products  that  are  being  delivered  in  the  market  place. 

a.  Comment  on  risk  considerations. 

b.  Comment  on  contaminant  mobility  considerations. 

8.  Is  a  TPH  standard  or  compound  specIHc  standard  more  protective  of  human 
health  from  a  risk  standpoint?  Why? 

-  In  general  my  experience  tells  me  that  the  TPH  standards  are  more  conservative. 
They  are  not  necessarily  more  protective  of  human  health  because  TPH  does  not  tell  you 
exactly  which  petroleum  hydrocarbons  are  present.  TPH  has  the  potential  to  be  more 
protective  of  human  health  but  more  information  is  needed  to  be  sure. 

9.  What  indicator  compounds,  if  any,  do  you  feel  should  be  used  in  establishing 
cleanup  standards  for  PCSs? 

-  Gasoline:  BTEX  compounds  as  well  as  the  oxygenates  (MTBE) 

(the  high  solubility  of  MTBE  makes  it  important) 

-  middle  distillates:  (a  lot  more  uncertainty  with  these  fuels) 

--  (jet  fuels,  diesel,  home  heating  fuels,  etc.) 

--  the  napthalenes  represent  the  major  constituents  in  the  aromatic 

fraction 

--  also  the  methyl  groups  are  of  concern 

-  heating  oils:  I  believe  there  needs  to  be  some  concern  for  the  nitrogen  and  as  well 
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as  oxygen  containing  aromatics  compounds 

10.  Is  there  any  other  information/considerations  you  would  recommend  we  look  at 
in  our  research? 

- 1  think  you  should  look  very  critically  at  the  analytical  methods  that  are  used  for 
measuring  TPH  (418.1  or  the  8015  type  methods)  and  look  at  just  what  exactly  those 
measurements  measure  and  just  what  they  do  not  measure. 

-  I'll  send  you  a  copy  of  studies  by  some  German  groups  on  middle  distillate  products 
and  their  aromatic  fractions. 

-  Check  the  fuel  characterization  laboratories  at  Wright-Patterson  AFB. 
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This  study  evaluated  the  TPH  (total  petroleum  hydrocarbon)  cleanup  standard  for  petroleum  contaminated 
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evaluated  the  ratio  of  BTEX  to  TPH  in  soil  over  time.  Based  on  JP-4  contaminated  site  soil  data,  this  studv 
demonstrated  that  the  ratio  of  BTEX  to  TPH  declines  with  time.  The  results  indicate  .hat  the  constant  ratio  of  BTEX  to 
TPH  assumed  by  the  California  LUFT  manual  and  Stokman  and  Dime's  research  is  not  valid  for  soils  contaminated 
with  JP-4.  Lastly,  this  research  identifies  the  cost  savings  potential  that  would  result  if  a  BTEX  based  standard,  versus 
a  TPH  standard,  were  required  at  all  Air  Force  sites.  The  research  shows  that  only  13%  of  sites  which  would  require 
cleanup  under  a  TPH  standard  would  require  cleanup  under  a  BTEX  based  standard. 
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